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TABLE II 

GENERAL OVERVIEW OF LEGISLATI ACTS 
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The 1967 Senate Resolutions for the States of Manic and Hawaii have been omitted from this table. Also omitted 
are Connecticut's Public Acts 382, 383, 52, 326, and 430, all of which call for an evaluation of specific educational 
programs. 



0 

^ Not included in this table are A.B. 606, A.B. 1923» and A.B. 2999. These laws arc explained and quoted ni 
the text for Californiii. 

1\\\)> law rcorganued the system of educational advisory bodies in California and established 6 Commissions in then 
place. The Education Management and Evaluation Commission informs and advists the State Board of Education on 
PPBS for school districts, methods of program evaluation, and assessment of cost :ffecuvcncss of educational 
programs. Neither Ch. 1573 nor A.B. 2800 mandated a PPBS for California. They established committees to study 
the area and make recommendations to the State Board only. 
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^ This law established a Legislative Program Review Committee to review programs of all stale agencies, including the 
Department of Education. It does not properly fit into this table, but should be noted in the event that future 
legislation follows it. 
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Legislation for Aruona, Nebraska, Rhode Island, and Virginia contains more than one component of accountability 
in the same bill. Cahfornia has two PPBS bills, both of which established commissions to develop and rcLummend a 
PPBS to the State Board of Education. 
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ALASKA 
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\linka\ .Ic/ « nlatcd to the cxccuthc budget and 
mandates a PPISS jor all state asencies, 

CHAPTER NO 35. EXECUTIVE BUDGET ACT 
(hnacled June 11, 1970) 

AN ACT TO PROVIDE FOR A COMPREHENSIVE 
SYSTEM FOR STATE PROGRAM BUDGETING AND 
FINANCIAL MANACEi\!ENT: AND PROVIDING FOR 
AN EFFECTIVE DATE. 

Be il enacted by the Legislature of The Stai'e of Alaska: 

Section LAS 37 is amended by adding a new chapter 
lo read : 

Sec. 37.35.010. Statement of Policy. H is the purpose of 
this chapter to establish a comprehensive system for state 
program and financial nvinagement which f'r/thers the 
capacity of the governor and legislature to plan and finance 
the seivices which they determine the state will provide for 
lis citizens. The b>stem shall include procedures for 

(Ij the orderly establishment, continuing r*»view and 
periodic rcvisi*"- of the program and financial goals and 
policies of the state; 

(1) :he development, coordination and review of long- 
raii^e j)rogram and financial plans that will implement 
established'state o.ils and policies: 

(3) the preparation, coordination and analysis, and 
enactment of a budge! organized to focus on state services 
and their costs, that authorizes the implementation of 
policies and plans in the succeeding budget period; 

(4) the evaluation of alternatives to existing policies, 
plans and procedures that offer potenti:»i for more efficient 
state services:- 

(5) the regular apprai^l and reporting of program 
performance. 

Sec. 37/50,020. ^Responsibilities Of The Governor. The 
governor shall direct the preparation and administration of 
fhe state budget. He shall evaluate the long«range program 
plans, requested budgets and alternatives to state agency 
policies and programs, and formulate, and recommend for 
consideration by the legislature, a proposed comprehensive 
program and financial plan which shall cover all estimated 
receipts and expenditures of the state govern>nent, includ- 
ing all grants, loans, and money received from the federal 
gt^*riiment. Proposed expenditures may not exceed esti* 
m:U«*d receipts and surpluses. 

Sec. 37.35.030. Responsibilities* Of The Legislature. The 
legislature shall 

(1) provide for a budget review function; 

(2) analyze the comprehensive program and financial 
plan recommended by the gover'^or; 

(3) adopt legislation to authorize implementation of the 
governor's comprehensive program and fiitancial plan or 
appropriate alternatives to that plan; 

(4) provide for a post-audit function, to co/er financial 



transactions, program aucomphsiVncil and conipluhcc ^vi«h 
legislative intent. 

Sec. 37.35.0-50. Division Of Budget And Mnnagemeil. 
The budget and management division sh ill 

(1 ) assist the governor in the preparation and explanaiinu 
of the proj)osed comprehensive program and financial plan, 
including the coordination and analysis of btatt ageiKs 
program goals and objectives, program plaib and piogKHU 
budget requests: 

(2) develop procedures to produce the information 
needed for effective policy decision-making; 

(3) assist state agencies in their stattment ufgDaKand 
objectives, preparation of program plans, program budget 
requests and leporting of program perfoir.iaiice, 

(4) administer its tesponsibilities under the progiam 
execution provisions of this chaptei so tlut the pi»lic> 
decisions and budget determinations of the go\enun . *1 
the legislature are implemented; 

(5) piovide the LegisLaive Affairs Agenc\ \Mth Uk\ 
budget information it may request. 

Sec. 37.35.050. Aj^^ncy Program And Financial Plans, (a) 
Each state agency * .i the date and m the form and cimtent 
prescribed by the division, shall picpare and forvvaru • the 
division and the Legislative .tffairs Agency 

(1) the goals and objeMives of the agency program^, 
together with proposed supplements, dele, ions anJi icv.- 
sions: 

(2) its proposed plans to implement the guals ani 
objectives, inchidiii£» estimates of uiturt service jieeiKs. 
planned methcJs of administration, proposed nuidifiuitiuit 
of existing progfam services and establishment of new 
program services, and the estimated tcsourtcs needed lo 
carry out the proposed plan; 

(3) the budget requested to carry out its proposed plans 
in the succeeding fiscal year, intluding iiiformatiuii icflcct. 
ing the expenditures during the last fiscal year, those 
authorized for the current fiscal year, those proposed for 
the succeeding fiscal year, an explanation of the sc^.tcs lu 
be provided, the need for the services, the cost uf the 
services, and any other mformatiun requested by the 
division; 

(4) a report of the receipts durnig the lasi fiscal yeai, an 
estima i of the receipts during the curtent fiscal >eai. aiiJ 
an estimate for the succeeding fiscal yeai . 

(5) a statement of legislation required to implement iKa 
proposed programs and financial plans. 

(6) an evaluation of the advantages and disadvantage's ol 
specific alternatives to existing or proposed piogiain poli- 
cies or administrative methods. 

(b) The state agency proposals prepared under (aj of this 
section shall describe the relationships of then piugiam 
services to those of other agencies, of oth.i governments, 
and of nongovernmental bodies. 

(c) The divition shall assist agencies in the prepaiaiion uf 
their proposals under (a) of this section. This assistance 
ma> include technical assistance, organization of iiiatciials. 



LCiin»i!I\ Lullcxtcd ♦iLwOUntmg, biklueting and personnel 
intoimation. siaiidards and gindelincs formulation, popula- 
tion and i>lhcr required data, and an> other assistance that 
will help ihic itate agencies produce the inlbiniation 
nCLe'>sar> for efficient agency management and effective 
decision making by the governor and the legislature. 

(d) If any state agency fails to transmit the program and 
iuianciai information provided under (a) of this section on 
the specified date, the division may prepare such informa- 
tion. 

(e) The division shall compile and submit to the 
governor elect in any year when a new governor has been 
elected, not later than November 20, a summary of the 
program and tuiancial information piepared by state 
agencies. 

Sec. 37.35.060. Governor's Recommendation, (a) The 
governor shall formulate the program and financial plan to 
be lecomniended lo the legislature after considering the 
slate agenc> proposed program and financial plans, and 
olhei programs and alternatives that he considers appropri- 
ate. The plan shall include his recommended goals and 
ptjlities. rcLonuuended plans to implement the goals and 
puliLies, fCi^onuucnded budget foi the succeeding fiscal 
year, and reconuuended revenue measuies lo support the 
budget. 

(b) The iiovernor .shall present the proposed comprehen- 
sive program and financial plan in a message to a joint 
^e.sMon of the legislature before the fourth legislative day 
following ilic Lonvening of the legislature m regular session. 
The message shall be accompanied by an explanatory report 
which summarises recommended goals, plans, and appropri- 
ations. The report shall contain 

(1) the coordinated program goals and objectives which 
the governor recommends to guide the decisions on the 
proposed program plans and budget appropriations, 

(2) his program and budget recommendations for the 
succeeding fiscal year; 

(3) a summary of state receipts in the last fiscal year, a 
levised estimate for the current fiscal year, and ar. estimate 
for the succeeding fiscal year; 

(4) a summary of expenditures during the last fiscal year, 
those authorized for the current fiscal year, and those 
lecommended by the governor for the succeeding fiscal 
year; and 

(5) any additional information which will facilitate 
understanding of the governor's proposed program and 
financial plan by the legislature and the public. 

(c) The governor, at the time of his presentation of the 
proposed comprehensive program and financial plan in the 
message to the joint session of the legislature under (b) of 
this section, shall also submit a general appropriation bill to 
authorize the proposed expenditures, and a bill or bills 
covering recommendations in the budget for new or 
additional revenues. 

Sec. 37.35.070. Legislative Review. The legislature shall 
consider the governor's proposed comprehensive program 
and financial plan, evaluate alternatives to the plan, make 
program selections among the various alternatives and 
determine, subject \o available revenues, the level of 



funding lequired to support authorized .state serv ites. 

Sec. 37.35.080. Program Execution, (a) Lxcept as 
limited by pohcy decision:> of ihe governor, appropiutions 
by the legislature, and other provisions of law, the sc\eral 
stale agencies shall have full authority loi adiuinisteinig 
their program service assignments and shall be icsponsible 
for their proper management. 

(b) Each state agency shall prepare an annual plan lor the 
operation of each of its assigned programs except foi 
programs that are exempted from this requiiement by the 
division. The operations plan shall be prepared in the forn: 
and content and be transmitted on the date prescribed by 
the division. 

(c) The division shall 

(1) review each operations plan to determine that it is 
cunsistem with the policy decisions of the governor and 
appropriations by the legislature, that it refici^ts proper 
planning and efficient management methods, that appiopri- 
ations have been made for the pbnned purpose and will not 
be exhausted before the end of the fiscal year; 

(2) approve the operations plan if satisfied that it meets 
the requirements under (I) of this subsection, otherv/ise. 
the division shall require revision of the operations plan in 
whole or in part; 

(3) modify or withhold the planned expenditures at any 
time during the appropriation period if the division finds 
thai such expenditures are greater than those ncLSssary to 
execute the program at the level authorized by the governor 
and the legislature, or that the receipts and surpluses will be 
insufficient to meet the authoii^cd expenditure levels. 

(d) No state agency may increase the salaries of its 
employees, employ additional employees, or expend money 
or incur obligations except in accordance with law and 
properly approved operations plan. 

(e) Appropriation transfers or changes as between objects 
of expenditures or activity areas within a program nuy be 
made by the head of a state agency upon approval of the 
division. Appropriation transfers or changes between pro- 
grams within an agency may be made upon review by the 
division and approval of the governor, and shall be reported 
to the legislature quarterly. No transfers may be made 
between agencies. 

(0 The division shall report quarterly to the governor 
and the legislature on the operations of each state agency, 
relating actual accomplishments to those planned, and 
modifying, if necessary, the operations plan of any agency 
for the balance of the fiscal year. 

Sec. 37.35.090. Performance Reporting, (a) Each siate 
agency shall submit a performance report to the division on 
or before September 1 for the preceding fiscal year. These 
reports shall be m the form prescribed by the division auer 
consultation with the Legislative Affairs Agency, and siiall 
include statements concerning 

(1) the work accomplished and the services provided in 
the preceding fiscal year or other meaningful work period, 
relating actual automplishments to those planned undei scu. 
80(b) of tliis chapter; 

(2) the relationship of accomplishments and services to 
the policy decisions and budget determinatsons of the 



governor and the legislature; 

(3) the costs of accomplishing the work and providing 
ilie ser/ices, and, to the extent feasible, citing meaningful 
measures of program effectiveness and cost; 

(4) the administrative improvements made in the pre- 
ceding year, potential improvements in future years, and 
suggested changes in legislation or administrative proce- 
dures to make further improvements. 

(b) The division shall summarize the performance reports 
and forward copies to each member of the legislature. 

Sec. 37.35.100. Proposed Supplemental Or Deficiency 
Appropriations. The governor from time to time may 
transmit to the legislature such proposed supplemental or 
deficiency appropriations as in his judgment are necessary 
on account of laws enacted after the transmission of the 
budget, or are otherwise in the public interest. He shall 
accompany such proposals with a statement of the reasons 
therefor, including the reasons for their omission from the 
budget. 

Sec. 37.35.110. Interpretation Of Chapter. This chapter 
shall be construed as supplemental to all other state laws 
not in conflict with it. If a section or part of a section of 
this chapter is in conflict with federal requirements for a 
program for which federal grant-in-aid funds are available, 
the section or part, to the extent of the conflict, is 



inoperative. 
Sec. 37.35.120. Definitions. In this chapter 

(1) **agency** means a department, officor, mstituiion, 
board, commission, bureau, division, or other administra- 
tive unit forming the state government and mcludes the 
Alaska Pioneers Home, but does not mclude the legislature 
or the judiciary; 

(2) "division" means tiie division of budget and manage- 
ment. Department of Administration; 

(3) "fiscal year*' means a year begmningon July I of one 
calendar year and ending on June 30 of the following 
calendar year. 

Sec. 37.35.130. Short Title. This Act may be cited as the 
Executive Budget Act. 

Sec. 2. AS 37.05.290. is amended to read: 

Sec. 37.05.290. Purpose. The purpose of this chapter is 
to provide uniform financial procedures for all state 
agencies with respect to accountmg, purchasing, post 
auditing, and related financial procedures; and to revise 
financial procedures to obtain economy, efficiency, and 
integrity in handling public money. 

Sec. 3. The following laws are repealed: AS 37.05.060 
37.05.120. 

Sec. 4. This Act takes eflect July 1, 1970. 
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The Arizona State Legislature passed an Act in 1969 
which required an annual Standardized statewide reading 
achievement test for grade 3 pupils. The general intent was 
to sec whether third-grade children in theMate were reading 
as well as third-grade children nationally. Testing can be 
required of higher grades, and sampling has started for 
grade S, according to the State Department of Education, 

Following the copy of the 1969 Act is the amended part 
of Section 15-102 of Chapter 168 (Senate Bill No. 1294). 
The amendment was enacted May 22, 1972 and requires 
the State Board of Education to implement an evaluation 
system of pupil achievement in relation to measurable 
performance objectives, 

ARTICLE 2.1. READING ACHIEVEMENT TESTS 

S. 15-1131. Testing pupils in third grade 

Beginning with the school year commencing July 1, 
1970, a standardized readmg achievement test which shall 
be adopted by the state board of education shall be given 
annually in the last week of January to all third grade 
pupils who are completing the third grade. The state board 
of education shall promulgate rules and regulations govern- 
ing the methods for the administration of all such uniform 
tests. Added Laws 1969, Ch. 59. 

S. 1 5-1 1 32- Testing pupils in grades higher than the third 

The superintendent may require the pupils in grades 
higher than the third to take uniform tests of a nature 
similar to that required by this article for third grade pupils. 
Added Laws 1969, Ch. 59. 

S. 15-1133. Acceptable tests 

Any test employed shall be uniform throughout the 
state. The tests shall be adopted for use by the state board 
of education, and shall be printed or purchased and 
distributed to the various school districts by the office of 
the state superintendent. Added Laws 1969, Ch. 59. 

S. 15-1134. Test results 

The results of any uniform tests administered to pupils 
under this article shall be reported to the state board of 
education. The results shall include the score of each 
individual pupil, the score of each classroom, the score of 



each school and such other information or comparative 
data as the state board of education may by regulation 
require. A copy of such results shall be retained in the 
office of the state superintendent. The state superintend 
ent, by utilizing experts in the field of test eraluation, shall 
actually assess the effectiveness of reading programs. An 
annual report shall be submitted to the state board of 
education, to the legislature, each district board of educa- 
tion in the state and all superintendents. The state board of 
education shall annually make rvconimendations to the 
legislature with respect to such test resuhs and anal>sis 
which will enhance the quality of the reading program in 
the public schools. Added Laws 1969, Ch. 59. 

S. 15-1135. Exemption 

Pupils who have been determined to be mentally 
retarded, or excused from attending regular classes in a 
public school as prescribed by the title, shall be exempt 
from the testing requirement prescribed by the article 
Added Laws 1969, Ch. 59. 

CHAPTER 168 SENATE BILL 1294 

AN ACT RELATING TO EDUCATION: ESTABLISHING 
A PROGRAM FOR BASIC SCHOOL PROGRAM EVALU- 
ATION AND AMENDING SECTION 15-102, ARIZONA 
REVISED STATUTES. 

Be it enacted by the Legislature of the State of Arizona' . . 

The state board of education shall: . . . 

23. Prescribe, in consuhation with the auditor general, a 
uniform system of records and accounting. 

24. By June 30, 1975, in cooperation with all local 
school districts, develop, establish, and direct the imple- 
mentation of a continuous uniform evaluation system of 
pupil achievements in relation to measurable performance 
objectives in basic subjects. The board shall assist in the 
development of alternate learning procedures to help pupils 
attain their individual learning expectancy levels based on 
intelligence factors, achievement factors and teacher evalua- 
tion, Basic subjects shall be defined for these purposes as 
reading, writing, and computation skills. 
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CALIFORNIA 

The Cahjorma State Legislature passed two Aets which 
required statewide testuifi programs, the California School 
Testing Program m 1961, with amendments enacted in 
several sessions thereafter, and the Miller-Unruh Basic 
Reading Act oj J%5, with amendments passed in suose- 
quent sessions. Abstracts oj the twu Acts are presented in 
this rcpttrt alon^: with quoted passages Jrom the two laws, 
legislation has Inrn introduced m the 197 J session which 
will inodijy the state testing program. A PPBS system also 
i\ hcmg antsidcrcd. These hills arc pending and are nttt 
included m this report. 

A third lull was enacted iuJidv 1971, Assemh[v Hill No. 
yj, known as the StulT' lull. This bill added sections to 
Chapter 2 o) the Education Code Jor the evaluation and 
assessment oJ performance oJ certificated employees. These 
sections are quoted directly from the bill in this report. In 
order to implement the bill the California Department of 
Education established a set oJ guidelines for school districts 
to use in developing procedures for evaluating certificated 
personnel. These guidelines were published in 1972. An 
Appendix to the guidelines states that the requirements of 
Assembly BiU 293 may well have significant financial 
impact on xhool districts. Each district, therefore, is 
requested to maintain an accounting of the personnel 
man-hqurs and other co^ts involved in developing, imple- 
menting, and maintaining the evaluation system. If the 
legislation should involve substantial new costs to school 
districts, the California State Board of Education wants to 
provide the Legislature with this information in order to 
promote the concept that future legislation chould provide 
Jor the financial implications the bill may entail 

A SHORT HISTORY OF STATEWIDE TEST- 
ING PROGRAMS IN CALIFORNU 

California has two required statewide programs for 
testing pupils in the public schools. They are tne CaUfornia 
School Testing Program and the testing required under the 
Miller-Unruh Basic Reading Act of 1965. All school 
districts in the state are required to administer specified 
tests and report the scores to the State Department of 
Education and to their local school boards. Under the 
Miller-Unruh testing program the state supplies the required 
tests to school districts, and under the State Testing 
Program, school districts purchase the tests directly from 
publishers. No separate state funding for scoring or rv^^jft- 
ing test results is provided to school districts for either 
program. 

1. California School Testing Program (Chap. 9 of Div. 9 of 
the Education Code) 

The California School Testing Program began with a law 
passed at the 1961 session of the Legislature, and the first 
required testing v/3s done in the fall of 1962 with 
intelligence and achievement tests that school districts 



selected fiom a list approved by the State Board of 
Education. Tests were administered in grades .S. 8. and 1 1 

The California School Testmg Law was amended \\\ 1%.^ 
and required the administration of physical performance 
tests, in addition to the intelligence and academic achieve 
ment tests. In 1965 the law was amended to require that 
uniform tests for all school districts be adopted by the 
State Board of Education. The Board designated intel- 
ligence and reading tests for use in grades 6 and 10. The 
first tests under the 1965 aniendineiils were administered m 
the fall of 1966. They were :he Lorgc-Thorndike Intel 
ligence Tests in grades 6 and 10. the Stanford Reading Test 
in grade 6, and the Tests of Academic Progress, Reading 
Test, in grade 10. 

At the 1968 session of the Legislature, the testing 
program was amended by AB 1168 (Slats. 1968 Chap. 
427). The law required testing with intelligence tests, basic 
skills tests (defined as reading, spelling, basic mathematics 
and grammar), and physical performance tests. The law also 
specified that tests were to be administered in grades 6 or 8. 
and 12. In addition to testing in the basic skills, testing also 
was to be required by the Slate Board of Education from 
time to lime in content courses- literature. histor>. 
advanced mathematics, and science. The requirement for 
testing in either grade 6 or 8 was amended out of the law at 
the 1969 session of the Legislature by AB 1534 (Chap. 
1552), and testing is now required of all pupils in grades 6 
and 12. 

The tests adopted for use in the 1969-70 school year are 
the Lorge-Thorndike Intelligence Tests in grades 6 and 12. 
the Comprehensive Tests of Basic Skills in grade 6. the Iowa 
Tests of Educational Development in grade 12. and the 
California Physical Performance Test in grades 6 and 12 
Intelligence tests are administered during the months ot 
October and November, achievemeni te.sis during ihc 
month cf October and physical perloiinance tesis during 
April and May. 

2. Miller*Unruh Basic Reading Act Testing (Chap. 5.8 of 
Div. 6 of the Education Code) 

By legislation enacted in 1965, a testing program in 
reading in grades 1, 2, and 3 was required in connection 
with a program to improve reading instruction in the 
primary grades. This w?.s the Miller- Unruh Basic Reading 
Act of 1965. Tests adopted by the Stale Board of 
Education were the Stanford Reading Tests, and these tests 
were used from 1966 through 1969. in 1969 the State 
Board of Education adopted new tests for use in the 
primary grades beginning in the 1969-70 school year. The 
Stanford Reading Tests will be phased out and the 
Cooperative Primary Reading Test will be the required test. 

Testing in the primary grades is done the first 10 school 
days in May. Test results are reported to the State 
Department of Education, and one of the uses made of the 
required testing is in the system of prioiitics for funding 
under the Miller-Unruh Basic Reading Act. Also, test results 
are used for evaluation of reading programs on both the 
district and state levels. 
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CHAPTER 9. SCHOOL TESTING 

Article 1. General ProviMOiis 

12H20. I lib chapter may be cited as Uie Caliioinia 
School Testing Acl of 

I2H2I. Tho objecuvesol iliis cliapicrare. 

(a) lo diUml a means and procedure lur evaluating the 
effectiveness ol tlie public schools as shown by the 
competence and progie.ss of public school pupils in basic 
skills and conieiU coni.ses 

(b) li» make such evaluaiu)ns available to educational 
agencies and the pubhc as a basis I'oi the coirectioii ol 
delicienuos m, and the improvement ol\ all phases of the 
state educational system and as a basis for research. 

(c) To afford to the Legislature facts from which it may 
determme the proper allocation and expenditure of public 
funds for public school education. 

12822. As used m this chapter: 

(a) "Achievement test" means any standardized test^ 
which measures or attempts to measure the level of 
performance which a pupil has attained in one or more 
courses of study. It shall include (1) tests in basic sk[lls 
courses administered annually and (2) tests in content 
courses administered from time to time as designated by 
the State Board of Education. 

(b) "Physical performance test" means any test which 
measures or attempts to measure the physical fitness of a 
pupil. 

(c) "Scholastic aptitude test** means -any standardized 
test which measures or attempts to measure the scholastic 
aptitude of a pupil. 

(d) **Testing program** means the systematic achieve- 
ment, physical perfoimance. and scholastic aptitude testing 
required by this chapter of all pupils in grades 6 and 12 in 
all schools within a school district by means of tests 
designated by the State Board of Education. 

(e) "Basic skills courses" means those subjects which 
involve, among other skills, memorization and m^astery of 
specific functions, including but not limited to, reading, 
spelling, basic mathematics, and grammar. 

(0 "Content courses" means those subjects which 
require the integration of factual matter, logical analysis, 
the solution by the student of posed problems, and the 
communication of ideas, including, but not limited to, 
literature, history, advanced mathematics, and science. 

12823. The State Board of Education shall: 

(a) Require a testing program in all school districts. 

(b) Designate the achievement, scholastic aptitude, and 
physical performance tests to be used during the ensuing 
school year. 

(c) Adopt regulations for the conduct and administration 
of the testing program. 

12824. The State Board of Education may develop, 
publish and administer tests of its own devising, and the 
board may utilize the expert services of any persons or 
groups of persons in public or private employment. 

12825. The governing board of each district shall, in 
accordance with the rules and regulations of the State 
Board of Education, conduct a testing program within the 
district. The governing board may also administer other 



tests. 

12826. The governing boaid of a school district shall 
reporl to the Depaitmein of l-diicatioii. pursuant to rules 
and regulations »uloplcd b> the Stale Boaid of liducalion. 

the scores of (he achievement and scholastic aptitude lesis ^ 
administered pursuant to thisaiticle. 

The districtwide result.s of die testing piogiam.but not 
the score oi relative position of individual pupils, shall be 
reported to the governing board of the district at least once 
a year at a regularly .scheduled meeting, 

12827. Upon request ol the Deparimenl of Hducation. a 
.school district shall submit to the department at least once 
every two years the results of its physical performance 
testing. 

12828. At the request of the Slate Board of Education, 
and in accordance with rules and regulations which the 
board may adopt, each county superintendent of schools 
shall cooperate with and give assistance to school districts 
under his jurisdiction in carrying out the testing programs 
of such districts and other duties imposed on school 
districts by this chapter. 

12829. With the exception of physical performance 
tests, no city, county, city and county, or district superin- 
tendent of schools or any principal or teacher of any 
elementary or secondary school under his charge shall carry 
on any program of specific preparation of the pupils within 
the district for the testing program as such or the particular 
test used therein. 

12830. No provision of this chapter or Article 3 
(commencing with Section 8571) of Chapter 3 of Division 

7 shall be construed to meiui, or represented to require. } 
that graduation from a high school or promotion to anotliei 
grade level is in any way dependent upon successful 
performance on any test administered as a part of the 
testing program. 

Article 2, Content Course Evaluation 

12840. From time to time, as the State Board of Educa- 
tion may determine, the board shall conduct studies of the 
effectiveness of the various content courses offered by the 
public schools of this state. Such studies shall include 
details of the specific objectives of the courses and the level 
of achievement attained by students enrolled in such 
courses and, for this purpose, the board may use the results 
of any test administered under the provisions, of this 
chapter. 

12841. Upon the completion of a study by the board 
pursuant to Secti:)n 12840, the board shall report its 
finding, and recommendations, if any , to the Governor and 
the Legislature not later than January I of the year 
succeeding completion of the study. 

12842. In making reports to the Legislature pursuant to 
Section 12841, the board shall maintain the anonymity of 
all individual students involved, as well as the participating 
school districts. The board may make analyses involving 

other factors, including, but not limUed to, general cate* ) 
gories of pedagogies in use, type of district organization, 
g20graphic area, socioeconomic data, size of school district, 
or other analytical items which may prove useful. 

12843. The governing board of any school district shall 
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cooperate fully with (he State Bo.ird of Hducudoii in 
making iLs schoc^ls available lor studies, provided. (ha( the 
Stale Boaid ol llducaiioii shall provide all iiecessaiy 
inaleriais and tonsuliant services free of charge (o (he 
district. 

12844. The State Board of Education may accept 
federal or other funds for the purpose of financing studies 
under this artitle. Such studies shall be coiiducted by the 
board on an ad hoc basis, and the board may utilize the 
expert seivices of any persons oi groups of persons in 
public or private employment. 

Article Testing Evaluation and Analysis 

12848. Tlie IX'partment of Hducation shall prepare and 
submit an annual report to the Legislature, the State Board 
of Hducation and to each school district in the state 
containing an analysis, on a district-by-district basis, of the 
results and test scores of the testing program in basic skills 
courses, including tests administered pursuant to the 
Miller-Unruh Basic Reading Act of 1965. The report shall 
include, but is not limited to, an analysis of the following 
operational factors having a substantive relationship to or 
bearing on such results: 

(a) Maximum and minimum salary paid teachers. 

(b) Average class size in grades 1 to 3, inclusive, 

(c) Pupil-teacher ratio in grades 4 to 8, inclusive, 

(d) Number of nonteaching certificated personnel per 
100 full-time teachers, 

(e) Total general fund tax rate and total general purpose 
tax rate. 

(0 Assessed valuation per unit of average daily attend- 
ance, 

(g) Percentage of minority enrollment. 

(h) Index of family poverty, derived from dividing funds 
received under Title I of the Elementary and Secondary 
Education Act of 1965 (Public Law 89-10) by the average 
daily attendance in the district. 

(i) Average scholastic ability. 

(j) Average transitory factors as derived from dividing the 
average daily attendance of the district or selected schools 
by the total annual enrollment of the district, 

(k) The rate of turnover of staff, 

12849. The State Board of Education shall make recom- 
mendation to the Legislature as the board deems appropri- 
ate concerning appropriate or necessary legislation with 
respect to the results of the testing program and the 
evaluation and analysis thereof required by this chapter, 

CHAPTER 5,8. SPECIAL ELEMENTARY SCHOOL 
READING INSTRUCTION PROGRAM 

Article 1, General Provisions 
Citation of Act 

5770. This chapter may be cited as the Miller-Unruh 
Basic Reading Act of 1965 (added by Stats. 1968, Ch, 
182). 

Statement of Legislative Intent and Purpose 

5771. It is the intent and purpose of the Legislature that 
the elementary school reading instruction program provided 



for by this tlupier shall be directed to the preventioi' ol 
leading disabilities, and the uxreutiun oi reading disabilities 
at the earhebt pONSihIe time in (he educjtional tareer of the 
pupil. The instruction program bhall be provided in i^rade.s 
I y 2, and 3 in the elementary schools. 

It IS the further intent of the Legislature that the reading 
program in the public schools be of high quality, .ind that 
the program be designed to peimit early development of 
reading skills, and the early correction of reading disa* 
bilities. The Legislature recogni/.es that early development 
of reading ability enhances the opportunity of each pupil 
for success in school and for success in a caieer upon 
leaving school. The Legislature further recogni/es that to 
achieve its intent and purpose it will be necessary to 
provide means to employ teachers trairied in the teachmg of 
reading, to provide incentives to encourage such trainmg, 
and to stimulate the establishment and maintenance of 
school libraries. To carry out its intent and purpose, the 
Legislature has enacted this chapter to provide salary 
payments for specialist teachers in reading, scholarships 
encourage the development of skills m the teaching of 
reading, and salary payments for the employment of 
professional librarians in school districts. It is also the 
intent of the Legislature that the provisions of this chapter 
shall be administered to provide funds and services fiist to 
those school districts and to the schools in such districts 
where the need for reading instruction is greatest and the 
financial ability of the district to provide it is least. This 
program is voluntary and any school district may paititi 
pate or may decline to participate. If a district participates, 
it shall participate fully with respect to those schools in the 
district in which the program is established 

Article 3. Testing and Program Evaluation 

Testing of Pupils Completing the First and Second Grades; 
Nationwide Norms; Exemptions; Use of Test 

5779, Commencing with the school years 1965-66, the 
State Board of Education shall require that uniform tests to 
determine achievement of basic reading fundamentals and 
skills shall be administered to all pupils who are completing 
the first and second grades. The State Board of Hducation 
shall adopt rules and regulations governing the time, place 
and methods for administration of the testing program. 

The State Board of Education shall determine the form 
in which the results of uniform tests under this article shall 
be reported to the Department of Education, and beginning 
with the tests administered m the 1968-69 school year to 
second and third grade pupils, siiail icquire, in addition to 
reports presently required for purposes of .Section 57K2, 
and as based on publishers' norms, that such reports include 
a distribution, based on first grade test results, of the 
number of months of progress achieved foi each year the 
pupils have been in school. 

Uniform tests for each grade shall be recommended by 
the Department of Education and shall be submitted to the 
State Board oi Education for approval and adoption no 
later than January 31,1 966. Any test so adopted shall be in 
national use and nationwide norms shall have been de- 
veloped for such test. The tests wh;ch have been approved 
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and adopted by the board shall be printed or purchased, 
and distributed to (he various school districts in the state 
by the Department of Hducation. 

Pupils who have been determined to be menially 
retarded or educationally handicapped, as defined in this 
code, shall be exempted from the testing requirement 
imposed by this chapter. 

The testing program imposed by this chapter shall be 
used exclusively for the purposes herein set forth, and no 
(est scores or results shall be employed to rank school 
districts according to liieir test results in any publication, 
other than a publication which niay be made necessary in 
order to effectively administer this chapter. 

The tests administered pursuant to this article shall be 
employed to determine each school district's quota of 
specialist reading teachers, as required by Article 4 (com- 
mencing with Section 5781 ) of this chapter. 

(Added by Stats. 1968, Ch. 182; amended by Stats. 1968, 
Ch. 995.) 

Testing in Initial Teaching Alphabet 

5779.1. The governing board of each school district, in 
conducting a testing program in the district pursuant to 
Section 5779 shall be allowed to conduct achievement 
reading tests at school district expense printed in the Initial 
Teaching Alphabet for those pupils who are accustomed to 
learning in that alphabet in lieu of the uniform tests 
prescribed by Section 5779. 

Achievement Test to 3rd>Grade Pupils; Evaluation of 
Program; Report to Legislature. 

5780. Commencmg with the school year 1966-67, and 
in each year thereafter^ a standardized reading achievement 
test, which shall be adopted by the State Board of 
Education and distributed to the various school districts, 
shall be administered to all third-grade pupils completing 
the third grade. 

The scores of those pupils who have participated in a 
remedial program shall be maintained and treated separate- 
ly. 

From a study of the results of these tests in districts 
which conduct a basic reading program pursuant to this 
chapter, and the test resuhs in districts which do not 
conduct such a program, the Superintendent of Public 
Instruction shall evaluate the basic reading program pro- 
vided by this chapter, and he shall report his findings 
annually to the State Board of Education. 

The State Board of Education shall report its findings 
regarding the implementation of, and experience under, the 
basic reading program provided by this chapter, together 
with any recommendations for any adjustments in the 
program to the Legislature at each regular session. 

ASSEMBLY BILL NO. 293 (Enacted July, 1971) 

CHAPTER 361 

The people of the State of California do enact as 

follows: . . . 
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Article 5.5. Evaluation and Assessment of Performance of 
Certificated Employees 

13485. it IS the intent of the Legislature to establish a 
uniform sy,stem of evaluation and assessment of the 
performance of certificated personnel withm each school 
district of the state. The system shall mvolve the develop- 
ment and adoption by each school district of objective 
evaluation and assessment guidelines. 

13486. In the development and adoption of these 
guidelines and procedures, the governing board shall avail 
Itself of the advice of the certificated instructional [jerson 
nel in the district's organization of certificated personnel 

13487. The governing board of each school district shall 
develop and adopt specific evaluation and assessment 
guidelines which shall include but shall not necessarily be 
limited in content to the following elements: 

(a) The establishment of standards of expected student 
progress in each area of study and of techniques for the 
assessment of that progress. 

(b) Assessment of certificated personnel competence as 
it relates to the established standards. 

(c) Assessment of other duties normally required to be 
performed by certificated employees as an adjunct to their 
regular assignments. 

(d) The establishment of procedures and techniques for 
ascertaining that the certificated employee is maintaining 
proper control and is preserving a suitable learning environ- 
ment. 

13488. Evaluation and assessment made pursuant to this 
article shall be reduced to writing and a copy (hereof shall 
be transmitted to the certificated employee not later th:m 
60 days before (he end of each school year in which the 
evaluation takes place. The certificated employee shall have 
the right to initiate a written reaction or response to the 
evaluation. Such response shall become a permanent attach- 
ment to the employee's personnel file. Before the end of 
the school year, a meeting shall be held between the 
certificated personnel and the evaluator to discuss the 
evaluation. 

13489. Evaluation and assessment of the performance of 
each certificated employee shall be made on a continuing 
basis, at least once each school year for probationary 
personnel, and at least every other year for personnel with 
permanent status. The evaluation shall include recom- 
mendations, if necessary /as to areas of improvement in the 
performance of the employee. In the event an employee is 
not performing hiS' duties in a satisfactory manner ac- 
cording to the standards prescribed by the governing board, 
the employing authority shall notify the employee in 
writing of such fad and describe such unsatisfactory 
performance. The employing authority shall thereafter 
confer with the employee making specific recommenda- 
tions as to areas of improvement in the employee's 
performance and endeavor to assist him in such perform- 
ance. . . . 

SEC. 41. Sections 1 to 39 of this act shall become 
operative on the 61st day after the final adjournment of the 
1972 Regular Session of the Legislature. 



ASSEMBLY BILL 665 

Legislative Counsel's Digest 

AB 665, Leroy F. Greene. School testing progran:.. 

Requires uniform tests to be administered to eacli pupil 
not later than his third month of attendance in the first 
grade and requires uniform tests in reading to be adminis- 
tered annually to pupils in grades 2 and 3. 

Kccjuiics answer sheets on first grade entry level test, 
results of uniform test in reading in grades 2 and 3. and 
results of achievement tests in grades 6 and 12 to be 
submitted on a school-by-school basis. 

Prohibits use of scores of individual pupils on first grade 
cnny level test for individual diagnosis or placement or as a 
basis for any other decision which would affect pupil's 
elementary school experience. Prohibits inclusion of such 
test scores on pupil^s cumulative school record. 

Requires State Board of Education to determine which 
test scores on tests administered in grades 2, 3, 6, and 12 
may be recorded on pupil's cumulative school record. 

Requires each school district to annually report its 
methods used to assess pupil performance in reading during 
grades K 2. and 3. 

Requires standardized reading achievement test to be 
administered to all third grade pupils, rather than third 
grade pupils completing the third grade. 

Authorizes State Board of Education to replace grade 
specifications re prescribed tests with time or age specifi- 
cations. 

Requires State Board of Education to develop a testing 
method, to be implemented by 1974-1975 school year, to 
obtain an accurate estimate of statewide performance, 
school district performance, and school performance of 
pupils in grades 2. 3, 6, and 1 2. 

States intent of Legislature re California School Testing 
Act of 1969. 

Requires State Board of Education to prepare examples 
of. rather than model, minimum academic standards for 
graduation from higli school. Specifies that State Board of 
Education is not authorized or required to adopt statewide 
minimum academic standards for graduation from high 
school. 

Deletes provisions re scholastic aptitude tests in grades 6 
and 12. 

Revises elements to be covered in annual report prepared 
and submitted by Department of Education re specified 
tests. 

Appropriates S235,000 for development of baseline test 
to be given to all pupils in grade one and for research and 
analysis, scoring, and purchase and distribution of test 
materials under prescribed testing programs. 

Makes related changes. 



his third month of attendance in the first grade. The fust 
grade entry level test shall obtain a composite estimate lot 
each pupil of skills related to learning and niemofy, 
attention, visual perception, and auditory ooinpreheiLsion. 
The answer sheets shall be transmitted lo the Department 
of Education for scoring. If no published test is deemed 
suitable, the State Board of Education may combine parts 
of available tests or develop a new test. 

The State Board of Education shall also lequiio that 
uniform testsnn reading be administered annually to pupils 
hi grades 2 and 3. Such tests shall he recommended by the 
Department of Education and shall be submitted to the 
State Board of Education for approval and adoption Any 
test so adopted siiall be in national use and nationwide 
norms shall have been developed for such tests. The tests 
which have been approved and adopted by the board shall 
be printed or purchased and distributed to the various 
school districts in the state by the Department of Educi- 
tion. 

The State Board of Education shall determine the form 
in which the answer sheets for the first grade entry level 
test shall be transmitted to the Department of Education 
for scoring, and the form in which the results of the 
uniform tests in reading for grades 2 and 3 shall be reported 
to the Department of Education. 

The State Board of Education shall analyze the progres^ 
achieved by third grade pupils using the first grade entr> 
level test results as a basis for identifying comparable pupils 
receiving various kinds of reading instruction. 

The State Board of Education shall adopt rules and 
regulations governing the time, place, and methods for 
administration of the testing program under this article. 

Pupils who have been determined to be mentally 
retarded, as defined in this code, shall be exempted from 
the testing requirement imposed by this chapter. 

Pupils who have been determined to bz educationally 
handicapped, as defined in this code, shall be subject to the 
testing requirement imposed by this ehajMer, except such 
pupils shall be tested separately from regular pupils and the 
test .cores or results with respect to such pupils shall be 
submitted separately. The Department of Education shall 
annually prepare a comparative analysis of the scores or 
results of tests administered to educationally handicapped 
pupils and regular pupils. The Department of Education 
shall annually report to the Legislature the scores or results 
of the tests administered to educationally handicapped 
pupils. 

The tests administered pursuant to this article shall be 
employed to determine each school district's quota of 
specialist reading teachers, as required by Article 4 (com- 
mencing with Section 5781) of thL; chapter. 

Commencing with tests administered in the 1972-1973 
school year, school districts shall submit answer sheets and 
lest score information on a per-school basis. 



The people of the State of California do enact as follows: SEC. 2. Section 5779.1 of the Education Code is repealed. 
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SECTION I. Section 5779 of the Education Code is 
amended to read: 

5779. The State Board of Education shall require that 
uniform tests be administered to each pupil not later than 



SEC. 3. Section 5779.2 is added to the Education Code, to 
read: 

5779.2. Scores for individual pupils on the first grade 
entry level test shall not be used by school districts or 
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lo»diori«4nr;aiKlivi(luuli.diagnosis ol. placcniLMil or as basis 
luiMiauy.i;<)llicu.ilccisioiis which woiihl affccl Ihc piipir.s 
clctncnlaiy school experience. Scoies from this lest si i all 
nut 111 any manner be included on the pupiPs cumulative 
school record. 

The State Board of Education shall determine which, if 
any, of the scores attained by pupils on the tests adminis- 
tered in grades 2 and 3 may be recorded on the pupil's 
cumulative school record. , 

SEC. 4. Section 5779.3 is added to the Education Code, to 
read: 

5779.3. The Stale Board of liducalion shall direct each 
school district to report annually it,s methods used to jLssess 
pnpil peirormanee in reading during grades 1 , 2, and 3- The 
Department ol Education shall assist (he school districts to 
impiovo theii local piograms of assessing pupil performance 
in reading. 

SEC, 5. Section 5780 of the Education Code is amended to 
read: 

5780. Commencing with the school year 1966-67, and in 
each year thereafter, a standardized reading achievement 
test, which shall be adopted by the State Board of 
Education and distributed to the various school districts, 
shall be administered to all third-grade pupils. 

The scores of those pupils who have participated in a 
remedial program shall be maintained and treated separate- 

From the study of the results of these tests in districts 
which conduct a basic reading program pursuant to this 
chapter, and the test results in districts which do not 
conduct such a program, the Superintendent of Public 
Instruction shall evaluate basic reading programs, ynd he 
shall lepoit his fuulings nnniinlly to (he State Board of 
Education. 

The Slate Hoaid of Education shall report its findings 
regarding the implementation of, and experience under, 
basic reading programs, together with any recommen- 
dations for any adjustments in the program, to the 
Legislature at each regular session. This report and the 
report required pursuant to Section 12848 may be conso- 
lidated into a single annual report. 

SEC. 6. Section 5780.1 is added to the Education Code, to 
read: 

5780.1. Except for the first-grade entry level test 
required by Section 5779, the State Board of Education 
ma^ replace the grade specification for the administration 
of specific tests pursuant to this article with a specification 
of age or time elapsed since the pupil entered school where 
such a specification is more consistent with patterns of 
school organization. 

The 'Department of Education shall submit a report to 
the Joint Ijegislative ' Budget Committee explaining the 
reasons for replacing the grade specification. The report 
shall be submitted at least six months prior to any such 
change. 

SEC. 7, Section 5780.2 is added to the Education Code, to 

read: 
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5780.2. The Sl.ile Hoard of l:ducatioii sli.ill develop .i 
teshiig inelhod Ui.il will ohUim .in accurate csiiinalc ol 
sljlewidc peifoiniJiKt,. school distiicl pei loiriiiiiKC. .ind 
school perlormance of pupils in giades 2 ami 3. 

Under such a testing method, the Department (^1 
Education shall annually administer a statewide test to all 
pupils in grades 2 and 3. The department shall determine 
whether pupils in a given school shall be administered the 
entire lest or whether the pupils shall be administered u 
portion of ihe lest which will be representative of all the 
tcsl objectives, goaKs, or categories of itenvs on the entire 
lest. 

The procedure required by this section shall be imple- 
mented not later than the 1974-1975 school year. 

SEC. 8, Section 5782 of the Education Code is amended to 
read: 

5782. For the 1967-68 school year and school years 
thereafter, for any school district in which thirty percent 
(30%) or more of the first grade pupils received score- 
falling below the first quartile of scores established on J 
statewide basis for the tests administered during the 
preceding school year pursuant to Section 5779, the basic 
quota established pursuant to Section 5781 shall be 
increase d by one specialist teacher for each 300 units of 
average daily attendance in grades 1, 2, and 3, and 
fractional part thereof, maintained by the district. 

For the 1967-68 school year and school years thereafter 
any school district in which forty percent (40%) or more of 
the first grade pupils received scores falling below the first 
quartile of scores established on a statewide basis for the 
tests administered during the preceding .school year pursu- 
ant to Section 5779, the basic quota established pursuant 
to Section 578! shall be increased as ordered by the 
Department of liducation following an invcsiigalion ol the 
eircum.stances of llie district. 

SEC. 9. Section 5787 of the Education Code is amended to 
read: 

5787. Specialist teachers employed by a school district 
shall be relieved of all regular teaching and administrative 
responsibilities and shall devote their full time in perfor- 
mance of the following responsibilities, which shall be 
directed to training pupils to attain reading ability essential 
to success in studies to be undertaken beyond the grade 3 
level: 

(a) Supplementing the reading instruction otherwise 
provided in regular cb'^-^s for all pupils in grade I . 

(b) Providing in^.u^Jon to small groups of pupils, and 
to individual pupils, in .grades 2 and 3 who have been 
determined.to have reading disabilities. 

(c) Administering reading tests to be given pupils in 
grades 2 and 3 under Article 3 (commencing with Section 
5779) of this chapter. 

SEC. 10. Section 5792 of the Education Code is amended 
to read: 

5792. Allowances under this article shall be made by the 
Superintendent of Public Instruction in accordance with a 
system of priorities that he shall by rule and regulation 



adopt, designed to carry out the intent and purpose of the 
legislature stated in Section 5771. 

The .system shall be designed to give priority to districts 
m the tollowing order: 

(a) I'ifst, to insure that the districts participating in the 
program during the pieccdi:ig school year, wIiilIi continue 
lo Ix; eligible, will nol be iei|uired lo reduce progiam.s 
hclow llic level of ihc picccdiiigyciii. 

(h| Second, lo iiisuic lhal applications loi expansion oi 
piogiains niid apphcalioiis loi new piogiains in cligihio 
sciuH>K bo LOiisuicicd on a prioMly basis in toinis of Iho 
peiceiilage of pupils in grade I wiio received scores which 
fell below the first ipiartilc of scoies established on a 
.statewide basis for the tests administered during the 
preceding school year pursuant lo Section 5779 

Allowances computed for a district lhal received only 
basic aid in the preceding fiscal year ohall be reduced by 
one -half 

The SuperintenJenl of Public Instruction shall make no 
allowances in any year in excess of the amount 
appropriated by the Legislature for the purposes of this 
chapter. 

SEC. II. Section 8574 of the Education Code is amended 
to read: 

8574. The governing board of any school district 
maintaining a high school shall adopt minimum academic 
.standard.s lor graduation from the high schools within its 
.school di.striel. Such minimum academic standards shall 
include .sepjnlc couiscs ofstudy including, but not limited 
lo, J cour.se ol study designed lo prepare prospective 
.student.s tor admission to state colleges and the state 
university and for vocational training. Such standards shall 
be made available to the public. 

SEC. 12. Section 8575 of the Education Code is amended 
to read: 

8D7.'i. The State Board of Education shall, on or after 
July I, 1970. prepare, and distribute lo each school district 
maintaining a higli school for lis consideration^ examples of 
minimum academic standards for graduation. These 
examples shall be provided solely to assist each school 
district in the development of its own minimum academic 
standards for graduation as required by Section 8574. 

Nothing in this section shdl be construed lo authorize or 
require the State Board of Education \o adopt statewide 
minimum academic standards for graduation from high 
school. 

SEC. 13. Section 12821 of the Education Code is repealed. 

SEC. 14. Section 12821 is added to the Education Code, to 
read: 

12821. It is the intent of the Legislature in enacting this 
chapter to determine the effectiveness of school districts 
and schools in assisting pupils to master the fundamental 
educational skills toward which instruction is directed. The 
program of statewide testing shall provide the public, the 
Legislature, and school districts evaluative information 
regarding the various levels of proficiency achieved by 



different group.s ol pupils ot varviiig socioeconomic 
backgrounds, so that the Legislature and individual .seliool 
districts may allocate cducatu>nal rcsvnircc.s m a niannci to 
assure the maximum educational opportunity for all pupils 
The program of statewide testing shall identity unusual 
success or failure and the factor.s which appear to be 
responsible, .so that appropiule action may be lakcii at the 
dislrici and sUile level lo obl:iin Ihc highest qiialitv 
cdiicalion loi all public school pupils 

SEC. 15. Section 12822 of the Education Code is amended 
to read: 

12822. As used in this chapter 

(a) "Achievement test" means any standardized ics; 
which measures or attempts to measure the level oJ 
performance which a pupil has attained in one i r mure 
courses of study. It shall include (1) tests in basic skills 
courses administered annually and (2) tests in content 
courses administered frcmi time to time as dcsij^nated In 
the State Board of Education. 

(b) **Physical performance test** means any test whicli 
measures or attempts to measure the physical fitness of a 
pupil. 

(c) "Testing program" means the systematic achievement 
testing of al! pupils in grades 6 and 12. and the physical 
performance testing of all pupils, in any three grades 
designated by the State Board of lidueation. required b) 
this chapter in all schools within each school district b> 
means of tests designated by the State Board ol Uducalion 

(d) Basic .skills cour.scs" means llu).sc suhjccl.s which 
involve, among olhci .skills. mcmori/al:on and niaslery ol 
specific functions, including but nol limited lo. reading, 
spelling, basic mathematics, and effectiveness of written 
expression. 

(e) "Content courses" means Iho.se subjects whicli 
require the integration of factual matter, logical analysis, 
the solution by the student of posed problems, and the 
communication of ideas, including, but not limited to, 
literature, history, advanced mathematics, and science. 

SEC. 16. Section 12823 of the Education Code is amended 
to read: 12823. The State Board of Education shall. 

(a) Require a testing program in all school districts. 

(b) Designate the achievement and physical performance 
tests to be used during the ensuing school year. 

(c) Adopt regulations for the conduct and administration 
of the testing program. 

SEC. 17. Section 12826 of the Education Code is amended 
to read: 

12826. The governing board of eacli school district shall 
report on a school-by-school basis to the Department of 
Education, pursuant to rules and regulations adopted by 
the State Board of Education, the results of the 
achievement tests adnxinistered pursuant to this article. 

The districtwide results of the testing prt)gram, but not 
the score or relative position of individual pupils, shall be 
reported to the governing board of the district at least once 
a year at the regularly schedul leeting. 
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SEC. 18. Section 12827 of the Education Code is amended 
to read: 

12827. During either the month of March, April, or May, 
the governing board of each school district maintaining any 
grade designated by the Slate Board of Education pursuant 
to subdivision (c) of Section 12822 shall administer to each 
pupil in those grades the physical performance test desig- 
naJed by the State Board of Education. Each physically 
h?iiidicapped piipil and each pupil who is physically unable 
lO l;ikc ;ill ol the physical performance test shall be given as 
nuich ot ihc Ic.sl as Ins coiulihoii will pciinil. 

UptMi loqtiCNl oi ihc Dcpailmciti of I'Miicaiioii, a school 
district shall submi! lo Ihc depaitmcnl a! leas! once every 
two years the results of its physical performance testing. 

SEC 19. Section 12831 is added to the Education Code, to 
read: 

12831. The State Board of Education shall develop a 
testing method that will obtain an accurate estimate of 
statewide performance, school district performance, and 
school performance of pupils in grades 6 and 1 2. 

Under such a testing method, the Department of 
Education shall annually administer a statewide lest to all 
pupils in grades 6 and 12. The department shall determine 
whether pupils in a given school shall be administered the 
entire test or whether the pupils shall be administered a 
portion of the test which will be representative of all the 
test objectives, goals, or categories of items on the entire 
test. 

The procedure required by this section shall be imple- 
mented not later than the 1974-1975 school year. 

SEC. 20. Section 12832 is added to the Education Code, to 
read: 

12832. Tlie State Board of Education shall determine 
which, if any, of the results attained by pupils on the 
achievement tests administered in grades 6 and 12 may be 
recorded on the pupiKs cumulative school record. 

SEC. 21. Section 12833 is added to the Education Code, to 
read: 

12833. The State Board of Education may replace llie 
grade specification for the administration of specific tests 
pursuant to this article with a specification of age or time 
elapsed since the pupil entered school where such a 
specification is more consistent with patterns of school 
organization. 

The Department of Education shall submit a report to 
the Joint Legislative Budget Committee explaining the 
reasons for replacing the grade specification. The report 
shall be submitted at least six months prior to any such 
change. 

SEC. 22. Section 12842 of the Education Code is amended 



to read: 

12842. In making reports lo Ihe Legislature pursitani lo 
Section 12841, the board shall maintain the anonymity ol 
all individual students involved. The board may make 
analyses involving other factors, including, but not limited 
to, general categories of pedagogies in use, type of district 
organization, geographic area, socioeconomic data, size of 
school district, or other analytical items which may prove 
useful. 

SEC. 23. Section 12K4K of the Educathin Code Is amended 
to read: 

12848. The Department of bducalion shall prepare and 
submit an annual report to the Legislature, ihe State Boaid 
of Education, and to each school district in the state 
containing an analysis, on a district-by-district basis, of the 
results and test scores of the testing program in basic skills 
courses, including tests administered pursuant to the 
Miller-Unruh Basic Reading Act of 1965 (Chapter 
(commencing with Section 5770) of Division 6). Tlie report 
shall include an analysis of the operational factors that 
appear to have a significant relationship to or bearing on 
the results. The analysis may include, but need not be 
limited to, the following factois: 

(a) Demographic characteristics. 

(b) Financial characteristics. 

(c) Pupil and parent characteristics. 

(d) Instructional and staff characteristics. 

(e) Specially funded programs. 

School districts shall submit to the Department of 
Education whatever information the department deems 
necessary to carry out the provisions of this section. 

SEC. 24. Section 12848.5 is added to the Education Code, 
to read: 

12848.5 The report lo Ihe Legislatiiie required by 
Section 12848 and the report to the Legislature required 
pursuant to Section 5780 may be consolidated into a single 
annual report. 

SEC. 25. There is hereby appropriated from the General 
Fund in the State Treasury the sum of two hundred 
.thirty -five thousand dollars (S235,000) to the Department 
of Education, to be expended for purposes of the deve* 
lopment of a baseline test to be given to all pupils in grade 
1 under the provisions of Cb-»pter 5.8 (commencing with 
Section 5770) of Division 6 of the Education Code and for 
research and analysis, scoring, and the purchase and 
distribution of test materials under the Miller-Unmh Basic 
Reading Act of 1965 (Chapter 5.8 (commencing with 
Section 5770) of Division 6 of the Education Code) and the 
California School Testing .^ct of !969 (Chapter 9 (com- 
mencing whh Section 12820) of Division 9 of the Educa- 
tion Code). 
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•l.W. V»» f}(}5, quoted above, was supported by the State 
Ihwxl us a vehicle for major restnicturmg ami improvement 
of California's statewide testing program enacted by the 
earlier 1^)65 Miller Unriih Act and the 1969 School Testing 
Act. 

California has a system of educational advisory bodies 
Cfeatcd by statute or by executive order of the Governor. 
Members are appointed by the Governor, the Legislature, 
and the State Board of Education or the Superintendent of 
Public Instruction. A.IL 2800. enacted in 1971, reorganized 
this system, restnictnred the various existaig advisory 
bodies, and reduced them in number in order to eliminate 
conflicting and overlapping duties. 

Prior to the passage of AM. 2800, Chapter 1573 was 
enacted in 1967 wluch established the Advisory Commis- 
sion on Scluh l District Budgeting and Accounting. The 
Commission was to advise the State Board on a budgeting 
and accounting system for California school districts. The 
final report of the Advisory Commission was sulmutted in 
May, 19^, and recommended a PPBS with the develop- 
mem of district goals and ol)jectives. Adoption of a 
statewide manual prepared Oy the State Board for the 
recommended PPBS was held up by the Legislature, in 
Assembly Concurrent Resolution No. 98, which asked the 
State Board to withhold approval of its recommendations 
un^'l the Legislature had concluding hearings on the 
implications of the system. This the State Board has done, 
and to date (January, 1973), no legislation has been passed 
in California that mandates a statewide PPBS for Califor^ 
nia's local school system. The Advisory Commission did 
recommend the institution of pilot programs at (he local 
district level: these have expanded in number and have 
continued to operate. The Resolution stated that nothing in 
if was **to restrain local governing boards from their efforts 
to refine methods of accounting and budget reporting. *' 

A.B. 2800 replaced the Advisory Commission with a new 
Educational Management and Evaluation Commission, 
which is to advise the State Board in the evaluation of the 
program achievement of educational programs, the determi- 
nation of cost effectiveness of the programs, and on a PPBS 
system for local school districts. This Commission, loo, acts 
as an advisory body to the Stute Board of Education. The 
Department of Education If to cooperate with the Advisory 
Commission as retptesdd and recommend any change or 
revision of law necessary to effectuate what the Conunis- 
su VI recommends. 

Another Advisory Committee on Program and Cost 
Effectiveness sensed from 1970 to 1972. The Committee 
was established to expedite A.B. No. 606, known as the 
"Edttcational Improvement Act of 1969 ** This Act called 
for the employment of cost effectiveness measures in the 
approval and evaluation of all projects. The Commit tee*s 
charge was further defined in A.B. 1923, enacted in 1970. 
It was to develop and recommend a methodology* for 
evaluating cost effectiveness for the State Board to use in 



detennining which imtjeas should be exjyanded. modifud 
or replaced. A plan for developing a cost effectiveness 
model was submitted to the State Board b \ the Omumttci 
that described its attempts to develop and test anninments 
of the model. Further research was needed and the reports 
of the Committee were distributed to members ot the new 
Educational Ma tuigenient and Evaluatum CtmunissKm 

Senate bill No. 1 was enacted in 196S. the mtent at 
which was to set basic staiulanls and guulehnes Jor jmblu 
school education throughout the state, A Joint Ci*mmifiii 
on Educational Goals ami Evaluation was aptunnted tlu 
following year to state the aims of this tdan m detad 
Assembly Concurrent Resolution No. 108, 1970 states the 
resfwusibilities of this Committee. In May, 1970 the 
Conunittee sent recommendations to the Legislature statmg 
that 'Uhe best and most workable goals for our public 
school education cat. only be set by a process involving tin 
citizens of our state jjarants and taxpayers, students and 
teachers, school administrators and classified em/)loyees. " 
The Joint Committee now is in the process of developing 
goals and ol)jectives, begun in the Fall of 1972. by initially 
contacting the largest number of its citizens fHJSsiblt for 
their views. By June of 1973 a first draft of decisions Jot 
each school -community is e.X})ected, m the Fall oj 1973, 
fmblic hearings will he held to present to the citizens the 
goals and objectives most imjjortant to than, joUowed bi 
each district jnttting the decisfons into action. 

A.B, 293, the Stull lull enacted in 1971 (already in the 
first publication of Legislation by the States), is the first m 
the nation tlrnt requests certificated teacher competence to 
be partially evaluated in terms of piqul progress. All local 
teacher evaluation systems must include standards oJ 
expected studeiu progress in each area of study and 
certificated personnel are to be assessed in relation to the 
established standards. 

A companion bill to A.B. 293 was passed in October, 
1971 (A.B. 2999) that directed the State Board of 
Education to develop and disseminate guidelines that the 
districts may use in develojmg certificated t^csonnel 
evaluation /mcedures. The guidelines were developed and 
published by the State Board in 1972. Tlie Governor of 
California also appointed a Commission for Teacher Prepa- 
ration and Licensing in 1971 that is independent of the 
State Board or Department of Education. The Commission 
develops standards of preparation for teachers-to-be and 
jmeeditres for dismissal or revocation of certificates. 

A.B. No. 1483, *'Tlte Guaranteed Learning Achievement 
Act of 1971, " authorizes performance contracting by heal 
school districts. It became effective in March, 1972, too 
late to be implemented in the 197 hl2 school year, but six 
districts have been selected by the State Board to partich 
f)ate during the 1972-73 school year. The law is to remain 
in effect until June 30, 1975. 

The following bills referred to in the discussion above are 
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•/4*' *>n th( tmum pa^cs. Chapter J^'^S. Asscmbh Bill 
J>'*0. Assctnbli L^ill 606. Asicmbl} Bill XiK l9:S.A5$a)b 
hh mil 2m, and Assembly Bill 1483. 

CHAPTER 1573 
(Unacted in 1967) 

Tlio people of llie Slate of California do enact as follov.s; 

Section I. Section 371 is added to the Education Code, 
to read: 

371. The Department of Education shall: 

(a) Revise and update budget niamials. forms and 
guidelines. 

(b) Cooperate with federal and state agencies in prescrib- 
n;a Idles and ic^uLitions. and instructions required b\ such 
aiiencics 

(c) As>ess the needs and methods of collecting and 
disseminating Hnancial information. 

(d) Cundui^t v\urk.^hops and conferences for the purpose 
of training school district and county personnel. 

(o) Provide coiibultant ser\ices to colleges and universities 
on courses of instruct ion relative to school budgets Jiid 
accounting practices. 

Sec. 2. Scttiui 372 is added to the Education Code, to 
read: 

372. The Oepartment of Education shall cooperate with 
ihe Commission on School District Budgeting and Account- 
ing.and shall .is directed by the commission: 

(a) Piepare .ind compile .igenda items and research 
materials for the commission. 

(b) Prepare and direct the exctution of any provisions of 
agreements entcied into b> the commission for the formu- 
lation of .1 program budgeting and dccounlmg system. 

(c) Oiganize pilot projects for testing any program 
budgeting and accounting system. 

(d) Reconimend any change or revision of law necessary 
to elTectuate any program budgeting and accounting 
system. 

(e) Promote any piogram of budgeting and accounting 
system through cooperative working arrangements with 
interested public and private agencies and associations. 

(0 Coordinate the budgeting and accounting activities of 
interested public and private agencies and associations . . . 

Sec. 7. Chapter 2 (commencing with Section 20601) is 
added to Division 1 6 of the Education Code, to read; 

Chapter 2. Budget Requirements and Budget Calendar 
" for School Districts 

Article 1. Budget Requirements 

20601. .As used in this article, "budget'' includes the 
preliminary budget, the tentative budget and the final 
budget of a school district. 

20602. Each budget shall show a complete plan and 
Itemized statement of all proposed expenditures of the 
school distiict and of all estimated revenues for the ensuing 
fiscal >ear. togethei with a comparison as to each item of 



revenue and expenditures, with the aciual revenues and 
expenditures for the last completed fiscal year and the 
actual and estimated expenditures for the existing fiscal 
year. The county superintendent of schools shall from his 
own records supply lo the school district any information 
that the School district may need to make the comparisons 
required by this section. 

20603. Eacli budget shall be itemized to forth the 
necessary revenues and expenditures, by functions and 
object, in each fund to operate the public schouKsofihe 
distrit- as authorized by law and on forms preikrribed by 
the Superintendent of Public instruction. 

20604. The budget nuy also contain an amount to be 
known as the general reserve in such sum as the governing 
board may deem sufficient, for tiie next succeeding fiscal 
year, to meet the cash requirements to which thedisuict\s 
credit may be legally extended for ilut portion of said next 
succeeding fisc.il yf^ar until adequate pioceed,s of the t.ixcs 
levied for, or apportionment of state funds made to. ihe 
district during such succeeding fiscal >ear are available to 
the district. 

20605. The budget may also contain an amount to be 
known as the undistributed refcrv'c. The funds in tlie 
undistributed reserv<^ shall be available for appropriation by 
a tWQ.thirds vote of the members of the governing board, to 
cover expenditures that have not been provided forur that 
ma\ have been insufficiently provided for, oi for unfore 
seen requirements as they may arise. 

20606. Each budget shall be made in quintuplica»e in the 
form and upon the blanks prescribed by the Superintendent 
of Public Instruction. It shall be the duty of the Superin- 
tendent of Public Instruction to prepare standard forms and 
blanks necessary to show the bui^eting items and compari- 
sons required by this article. Blanks shall be furnished to 
ibe school districts by the county superintendent of 
schools. 

Article 2. Advisory Commission on School District Budget- 
ingand Accounting 

20621. There is in the state government the Ad\isor> 
Commission on School District Budgeting and Accounung. 
It shall be comprised of 11 members. Nnie of the mcinheis 
shall be appointed by the State Board of Education. One of 
the members shall be appointed by the Speaker of the 
Assembly, and one member shall be appointed b> the 
Senate Committee on Rules. Each member shall serve at the 
pleasure of the appointing power. 

The Slate Board of Education shall appoint members so 
that all of the following groups are ?i*presented: 

(a) Organized taxpayer groups or associations. 

(b) Business community, 
(e) Education profession. 

(d) County government. 

(e) Governing boards of school disiricts. 
Accounting profession. 

20622. The members of the commission shall ser%e 
without compensation but shall be reunbursed for neces- 
sary traveling and other expenses incurred in pert^ormmg 
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their duties jnd responsibilities. 

20623. The cununission shall serve as an advisory bod> 
til (he StJte Board of education on program budgeting and 
acvounhng &>stenl^ fi)r school districts. The commission 
may 5clect and employ independent and qualified consul* 
tan;s tu ormulate the deiaihs of a program budgeting and 
accountsng system for local school districts. The commis- 
sion shall evaluate the report of the consultaius and 
recommend to the State Board of Hducalion procedures for 
tmplemeiitiiig program budgeli^ig and accounting for school 
distiKt.s. In evaUutiiig such report, the commission may 
hold hearings m \ariuus pans of the stale so as to give 
iiUeiestcd persons the opportunity to testify or present 
their View on the report, and shall submit its initial report 
to the Stale Board of |>ducanon not later than June 30, 
1968. 

20624. The provisions of this article, including the 
commission created under it, shall remnn in effect unlil 
June 30. 1970. ... 

Sec. 12.5. There is hereby appronrijicd from the General 
fund in the State Treasury tc .-jatr; Dcpartmenl of 
ndiicatiun ihe sum of forty tho dollars (S40,00C to 
carry out the purposes of Seciion^ 371 and 372 of, and 
Article 2 (commencing with Section 20621) of Chapter 2 
of Division 16 of, the Education Code. 

Sec. 13. The following sections of this act shall become 
operative on November I, 1968: 6, S, and II. Article 1 
(k M^Jieiiting with Section 20601) of Chapter 2 added to 
Division 16 of the llduciiion Code by Section 7 of this act 
shail become operative on November 1, 1968. All other 
sections of (his act shall become effective on the 6Jst day 
following the final adjournment of the 1967 Regular 
Session of the Legislature. 

Sec. 14. This act shall be known as "The School Budget 
Act of 1 967;* 

ASSEMBLY BILL NO. 2800 
(lEnactcd October 19„1971) 

Tlie people of the State of California do enact ns follows: 

Section 1. Article 3 (commencing with Section 171) of 
Chapter 1 of Division 2 of the Education Code is repealed. 

Sec. 2. Section 363 of the Education Code is repealed. 

Sec. 3. Section 372 of the Education Code is amended to 
read : 

372. The Department of Education shall cooperate with 
the Educational Management and Evaluation Commission 
and snail as requested by the commission: 

(a^ Prepare and compile agenda items and rcsearcli 
materials for the commission. 

(b) Prepare and direct the execution of any provisions of 
agrecmcnis entered into by the commission for tnc formu- 
lation of a program budgeting and accounting system. 

(c) Organize pilot projects for testing any program 
budgeting and accounting system. 

(d) Recommend any change or revision of law necessary 
to effectuate any program budgeting and accounting 
system. 



(e) Promote any progr.iin of budgeting and „ccoiiiiiiiig 
s>slem through cooper^itive working arran):cment,N wiiU 
interested public and p vate agencies and association^. 

(f) Coordinate the budgeting anu accounhiig actixiUCNt*- 
interested public private agencies and ,?.mocijIi* n>. 

Sec. 4. Section 473 of the Eduuaiion Code i;> amended lo 
read: 

473. In establishing, maintaining, and operating Uic 
system, the deparlineiit shall: 

(a) Consult and cooperate wi.,. s..liool distii^ts. ^.»uia\ 
superinlendents, advisory comm»i;ec.s on mlegrattJ data 
processing, task forces for implementing ilic de\elopmcnl 
and iilili/atior of a statewide intoimation system, uilci 
governmental boards on elcttronic data procCs.Mi.g and siuu 
electronic daU processing policy commitiecs ucaied b\ 
statute or by executive order of the Governor. 

(b) Cooperate with the Educational Management and 
Evaluation Commission m all matters relating tu piogiaiii 
budgeting. 

(c) Maintain the .system b> incorporaimg necess*ii> oi 
desirable changes, modifications, and improvemciith, 

(d) Provide .sufficient llcibihly within the s\slem lo 
allow local and stale educational agencies to meet al! of 
their educational information needs. 

Sec. 5. Section 476 of the Education Code is amended to 
read : 

476. The infoimatiomproeessing capabilii.es ol the 
sy.stem shall include, bji not be limited to. the following. 

(a) Provision of a slatewi/le common data ba^c for 
educational research and other uses in education. 

(b) Interchange of data with otiier educational msl.tu- 
lions, including colleges and universities, and ollie* agencies 
concerned v/ith information ah ?ut cduc^jiion. 

(c) Machine processing aid to decisionm;*king iii eJiica- 
tional administration and the use of modern manage^Mtnt 
tools. 

(d) Reduction of routine clerical activities in educational 
agencies. 

(c) Facilitation of preparation of reports required by 
slate and federal agencies. 

(0 Support of functions of the Educational .Management 
and Evaluation Commission. . . . 

Article 4. Educational Management and FA'aluation 
Commission 

584. There is in the Department of Education the 
Educational Managemcat and Evaluation Commission lOii- 
sisiing of a Member of the Assembly appointed by the 
Speaker of the A*sscmbly, a Member of the Senate 
appointed by the Senate Committee on Rules, one public 
member appointed by the Speaker of the Assembly, one 
public member appointed by the Senate Conimniec on 
Rules, one public member appointed by the Gu\ci;ior, aiit^ 
nine public members appointed by the Stjte Board of 
Education upon the recommendation of the Superinten- 
dent of Public Instruction or the members of the State 
Board of Education. 

With respect to the nine public members appointed by 

5.10 



the Stale Board Cducatioiu three members shall repre- 
bcux the field of oconomiL:>. three members ^hall represent 
the leaiiimg .SLienv,c:>. and three nieinberj> shall represent the 
managerial sciences. 

Fiach public member shall serve at the pleasure of the 
appointing power. 

584.1. The Members of the Legislature appointed to the 
tommission purbuant to SC'-tion 584 shall have the powers 
and duties of a joint legislative Lominittee on the subject of 
edux^ationai management and evaluation and shall meet 
with, and participate in, the woik of the commission to the 
extent that such participation is not incompatible with 
their positions as Members of the Legislature. 

The Members of the Legislature appointed to ihe 
commission :>hall serve at the pleasure of the appointing 
power. 

584.2. The members of the commission shall serve 
Without compensation, except that they shall receive their 
actual and necessary expenses incurred in the performance 
of their duties and responsibilities, including travel 
expenses. 

584.3. The Supermtendent of Public Instruction or his 
rcpiesentative shall serve as executive secretary to the 
commission. 

584.4. The ^^ommissioii shall select one of its members to 
be chairman of the commission. 

584.5. The commission shall assist and advise the State 
Board of Education in the evaluation of the program 
achievement of educational programs, in the determination 
of the relative cost effectiveness of educational programs, 
and shall make recommendations concerning the expanded 
use, modification, or replacement of educational programs 
so as to produce a higher degree of program achievement 
and cost effectiveness. The commission shall also serve as an 
advisory body to the State Board of Education on program 
budgeting and accounting systems for school districts. 

584.6. As used in this article, ^'commission" means the 
EducaMonal Management and Evaluation Commission. . . . 

A. B. 606 CHAPTER 784 
(Enacted in 1969) 

Citation 

6499.200. This chapter may be cited as the Educational 
Improvement Act of 1969. 

Legislative Intent 

6499.201. It is the intent of the Legislature that the 
funds provided by this chapter and the funds provided 
through Title 1 and Title III of the Elementary and 
Secondary Education Act of 1965, the Miller-Unruh Basic 
Reading Act of 1965 (Chapter 5.8 (commencing with 
Section 5'^70) of Division 6), and Chapter 106 of the 
Statutes of 1966, First Extraordinary Sessios., be expended 
in tliG most effective \. possible, and thai cost eifeclive- 
ness measures be employed in the approval and evaluation 
of ail projects. It is the further intent of the Legislature that 
all projects be evaluated annuallj as to the degree of 
program achievement and cost effectiveness produced, that 



highly effective projects shall be expended ro furthei use in 
the district where operated and in other distnct>« and that 
less effective projects be replaced with ones of proven 
effectiveness, or by new projects which hold promise of 
high effectiveness. 

It is the intent of the Legislature that the effectiveness of 
a project be measured in terms of the objectives of the 
project, and that each district should be primariK con- 
cerned with the pupils improvement in ability to lead. to 
use and understand the English language, and to u>e and 
understand the concepts of mathematics. 

The Legislature intends that each project be evaluated 
annually by the Department of Education to determine and 
identify its relative effectiveness, that such evaluation shall 
be ussisted b\ an advisor) committee competent to assess 
the effectiveness of the results of the project, and to make 
recommendations to the Department of Education and to 
the State Board of Education on projects to be expanded in 
use and those that should be modified or leplaced to 
produce greater effectiveness. 

Advisory Commitiee on Program and Cost Effectiveness 

6499.203. The State Board of Education shall appoint an 
advisory committee on program and cost effectiveness to be 
composed of three public members representing the field of 
economics, three public members representing the learning 
sciences, and three public members representing ihe mana 
geriai sciences. The chairman of the committee shall be 
chosen by the members. 

Duties 

6499.204- The advisory committee on program and cost 
effectiveness shall (1) advise the Department of Education 
and the State Board of Education on projects to be 
approved, and the administration of Titles I and lit of the 
Elementary and Secondary Education Act of 1965, the 
Miller-Uiiruh Basic Reading Act of 1965 (Chapter 5.8 
(commencing with Section 5770) of Division 6) and 
Chapter 106 of the Statutes of 1966, First Extraordinary 
Session, (2) assist in the evaluation of the program achieve- 
ment of projects, (3) assist in the determination of the 
relative cost effectiveness of projects, and (4) advise on the 
projects which should have expanded use and tho' . vviiich 
should be modified or replaced to produce a high r degree 
of program achievement and cost effectiveness. 

Compensation; Traveling Expenses 

6499.205. Members of the committee shall serve whhout 
pay. They shall receive their actual and necessary traveling 
expenses while on official business. 

Approval of Projects 

6499.206. In approving projects under this chapter, or 
projects under Titles 1 and HI of the Elementary and 
Secondary Education Act of 1965, the MiUer-Unruh Basic 
Reading Act of 1965 (Chapter 5.8 (commencing with 
Section 5770) of Division 6), and Chapter 106 of the 
Statutes of 1966, First Extraordinary Session, the State 
Board of Education shall give due consideration to the 
effectiveness of the project and shall not continue in 
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operation any project that, upon evaluation, has been 
shown to be of low effectiveness, and which has only a 
limited possibility of improved effectiveness. 

Eligibility for Allowances 

6499.207. From moneys provided pursuant to subdivi- 
sion (h) of Section 17303.5, the Superintendent of Public 
liibtruction bhall compute an allowance for each school 
district which meets each of the following requirements. 

(a) The district, during the preceding fiscal year, had an 
average daily attendance, exclusive of the average v'aily 
attendance of adults, as adiihs are defined by Section . 756, 
of 500 or more. 

(b) The entitlement for the district for funds under Title 
1 of the Elementary and Secondary Education Act of 1965 
for the preceding fiscal year for each unit of average daily 
attendance, exclusive of the average daily attendance of 
adults, as adults are defined by Section 5756, exceeds 150 
percent of the statewide average entitlement. 

For the purposes of this section, the average daily 
attendance of pupils in grades 7 and 8 attending a junior 
high school maintained by a high school district shall be 
credited to the high school district. 

Computation of Allowances 

6499.208. The allowance for each eligible district under 
Section 6499.207 shall be cor»puted pursuant to the 
provisions of Sections 6499.209 to 6499.214, inclusive. 

Entitlement of Funds; Weighting Factor 

6499.209. (a) The Superintendent of Public Instruction 
shall compute for each eligible district the actual amount of 
entitlement for the district for funds under Title I of the 
Elementary and Secondary Education Act of 1965 for the 
preceding fiscal year, per unit of average daily attendance, 
exclusive . t the average daily attendance of adults, as adults 
are defined in Section 5756, during the preceding fiscal 
year. 

(b) He shall determine the lowest amount per unit of 
average daily attendance computed for an> district in the 
state under subdivision (a). This amount shall be assigned 
the weighting value of 1 .00. A weighting value for each 
other district shall be computed by divi ding the amount per 
unit of average daily attendance computed under subdivi- 
sion (a) by the lowest amount per unit of average daily 
attendance computed under this subdivision. 

Cujrrent Tax Rate; Weighting Factor 

6499.210. (a) The Superintendent of Public Instruction 
shall determine the current tax rate as defined by Section 
17604 for each eligible district, by type of district. 

(b) He shall determine the lowest current tax rate in 
effect for each type of eligible district. Such lowest current 
tax rates shall be assigned the weighting value of 1.00 
y> respectively. 

1^ (c) A weighting \-alue for each other district current tax 

rate shall be computed by dividing the current lax rate for 
each district determined under subdivision (a) by the lowest 
current tax rate for each type of district determined under 



subdivision (b). 

Test Scorrs: Weighting Factor 

6499.211. (a) The Superintendent of Public Instruction 
shall determine the average achievemen? testing scores in 
terms of state percentiles in elenientar\ school districts *'af 
grades 1, 3, and 6 or 8, whichever is the last grade in the 
particular elementary school within the school district, in 
high school districts for grade 12. and in unified school 
districts for grades 1, 2, 6 or 8, whichever is the lasi gr.iJc 
in the particular elementary school within the school 
district, and 12, as measured by the 1966-1967 statewide 
administered achievement tests. 

(b) He shall compute the reciprocal value for each 
district achievement test score determined in subdivision 
(a). 

(c) He shall determine tlie lowest reciprocal \alue loi 
achievement test scores under subdivision (b). Such lu\vc,^i 
reciprocal value shall be assigned the weighting ralue of 
1.00. 

(d) A weighting value for achievement test :>corcs foi 
each other district shall be computed by divulmg the 
reciprocal value for each district determined under subdivi- 
sion (b) by the lowest reciprocal value for achievement test 
scores determined under subdivision (c). 

Composite Weighting Factor 

6499.212. The Superintendent of Public Instruction shall 
determine the composite weighting value foi each district, 
by multiplying together the weighting values computed for 
each district pursuant to Sections 6499.209, 6499.210, and 
6499.211. 

Weighted Average Daily Attendance 

6499.213. The Superintendent of Public Instruction :>hall 
compute for each eligible district a weighted average daily 
attendance by multiplying the composite weighting value 
for the district determined in Section 6499.212 by the 
number of units per average daily attendance, exclusive of 
the average daily attendance of adults, as adult:> are defined 
by Section 5756, of the district. 

Computation of Entitlement 

6499.214. The Superintendent of Public Instruction shall 
compute the entitlement for each district by dividing the 
total of the amount appropriated for the purposes of ihib 
chapter by the sum of the weighted units of avea»ge daily 
attendance computed for all districts under Section 
6499.213, and multiplying the quotient by the weighted 
average daily attendance for the district. 

Application for Entitlement 

6499.215. The governing board of any district for which 
an allowance was computed under Section o499.208 may 
apply to the Superintendent of Public Instiuction for an 
apportionment of a part or all uf the allowance computed 
for the district. The application shall contain a detailed plan 
or plans for the use of the allowance. The plan or plan:> 
shall be submitted in accordance with the provisiuiis of 
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Aiiicle 2 (cuiJiineiKing wdh Sect ion 6456) of Chapter 6.5 
of this dhibiOii. The Slate Board of Educanon may adopt 
iulci and regulaiioni rjlatiiig to the form and content of 
.tpplicaUons and procedures for review and approval 
iheieof. 

Administration by Office of Compensatory Education 

6499.216. Under the direction of the Superintendent of 
PuDlic Instruction, the programs authorized by this chapter 
.shall be administered by the Office of Compensatory 
education. TIk Director of Compensatory Education shall 
insure that the programs of educational improvement 
maintained b> eligible schools are coordinated with the 
district's ongoing program of compensatory education and 
the Miller-Unruh Basic Reading Act of 1965, prescribed in 
Ciiaptei 5.8 (conmiencing with Section 5770) of this 
division. 

Exclusive Expenditure of Funds 

6499.217. It is the intent of the legislature that 
aniomus ailowed pursuant to this chapter be expended ex- 
clusively for pui poses of the programs authorized by this 
chapter The Department of Education shall, for purposes 
of ihi5 chapter, prescribe a system of accounts and records 
to be used by school districts participating, in programs 
autliorized by this chapter wiiich will clearly reflect the re* 
laiiohJi.'p between amounts provided for such purposes 
and the amounts expended therefor. 

Approval of Applications 

6499.218. Applications shall be subject to the approval 
of the State Board of Education. Upon approval by the 
State Bourd of Education, the Superintendent of Public 
Instruction shall certify an apportionment or apportion- 
ments to the Controller in accordance with procedures 
established by the State Board of Education. The Control- 
ler shall draw warrants on the State Treasury in the 
amounts certified in favor of the county treasurer of the 
count) which has jurisdiction over the applicant school 
district. The county treasurer shall immediately credit the 
general fund of the applicant school district exactly as 
apportioned by the Superintendent of Public Instruction. 

CHAPTER 1023, ASSEMBLY BILL NO. 1923 
(Enacted September 14, 1970) 

The people of the State of California do enact as follows: 

Section 1, Section 6499.204 of the Education Code is 
amended to lead: 

6499.204. The advisory committee on program and cost 
effectiveness shall develop and recommend to the State 
B'jard of Education a methodology for evaluating the cost 
effectiveness of projects financed by Title I and HI of the 
Elementary and Secondary Education Act of 1965, the 
Miller-Unruh Basic Reading Act of 1965 (Chapter 5.8 
(commencing with Section 5770) of Division 6) and 
Chapter 106 of the Statutes of 1966, First Extraordinary 
Session. Such methodology shall be utilized by the State 
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Board of Education in determining vvhith projects siiould 
be expanded and those which should be modified or 
replaced to produce a higher degree of program achieve- 
ment and cost effectiveness. The advisory committee shall 
also assist the Slate Board of Education in the evaluation of 
the program achievement of such projficts. 

CHAPTER 1220, ASSEMBLY BILL NO. 2999 
(Enacted October 21, 1971) 

The people of the State of CaUfomia do enact as follows: 

Section 1. Section 161 is added to the Education Code, to 
read: 

161. The State Board of Education shall develop 
guidelines which school districts may use in the develop- 
ment of ttacher evaluation procedures pursuant to Article 
5,5 (commencing with Section 13485) of Cliapter 2 of 
Division 10, and shall distribute such guidelines to eveiy 
school district. 

CHAPTER 1600, ASSEMBLY BILL NO, 1483 
(Enacted November 22, 1971) 

The people of the State of California do enact as follows: 

Section 1. Chapter 10.1 (commencing with Section 
6961) is added to Division 6 of the Education Code, to 
read: 

Chapter 10.1. Contracts For Special Educational Programs 

6961. This act may be known and cited as "The 
Guaranteed Learning Achievement Act of 1971 .** 

6962. The Legislature finds and declares, as follows. 

(a) The State of California is committed »o the ideal of a 
free public education for every child, consistent with his 
talents and abilities, and to this end the state and local 
governments expend annually substantial sums of inoney 
on local public school districts; 

(b) The rising costs of public education in kindergarten 
and grades I through 12, inclusive, in the state, together 
With the increasing burden of propeny *axes for schools 
borne by residents of local school districts, when projected 
into the future, make it evident that new methods must be 
found to educate the children of the stSie to their fullest 
potential v/hhin the public sector, so that future projected 
educational costs might be reduced. 

On the basis of these findings, it is the intent and 
purpose of the Legislature in enacting this chapter relating 
to experimental projects: 

1 . To increase significantly the achievement levels in 
reading and mathematics of •children attending California 
public schools in the primary and elementary grades, as 
defined, through the use of contracts between public school 
districts^nd private contractors; 

2. To provide that such. contracting shall be on the basia 
of a "performance guarantee." whereby each private 
contractor is reimbursed on the basis of the performance 



and achievement of each child involved in the special 
experimental program; 

3. To make the fullest use of federal funds which are or 
may become avaihible for aid to public education m this 
itatc, especially for innovative and original public school 

< progiams: 

4. To reinforce in public education the private enterprise 
concept of accountability f)i results^ as measured by 
specific pupil achievement and mastery of basic skills, by 
holding the contractor and the school district directly 
responsible for a student's achievement and master}' of 
basic skills, or the lack thereof; 

5. To demonstrate the effectiveness of new and innova- 
tive approaches to learning, which may intei be capable of 
being transferred operationally to the public school system; 

6. To reduce, consistent with quality and improved 
student achievement, future projected public school costs 
in this state. 

6962.5. It is the further intent of the Legislature that the 
programs authorized b> this chapter shall be experimental 
in nature and that the programs be conducted on a limited 
scale, with the results derived therefrom to be analyzed to 
determine the feasibility of general application of the 
methods of the program. 

6963. As used in this chapter: 

(a) "Public school district'' means any public school 
district in this state operating anv combination of kinder- 
garten and grades 1 through 12, inclusive, but does not 
include community college districts. 

(b) "Private contractor" means any private mdividual, 
partnership, joint venture, firm, corporation, teachers' 
association, or other business entity involved and doing 
business in the field of educational research, testing, 
methodology, or any other aspect of the educational 
program, organized, registered, or licensed to lawfully do 
business in the State of California, and bonded. 

(c) *'Primaiy and elementary grades" means any educa- 
tional program normally conducted by a public school 
district for children enrolled in kindergaiten and grades 1 
through 6, inclusive. 

(d) "Performance guarantee contract" means a contract 
between a public school district and a private contractor 
pursuant to this chapter wherein the reimbursement to be 
provided by the public school district to the private 
contractor is based upon the measurable achievement and 
mastery of basic skills of students enrolled in the special 
program, and the maintenance of that student achievement 
for a period not less than six months after the date of the 
measurement of student achievement first required to 
ascertain the private contractor's reimbursement. 

(e) "Penalty clause" means, as an integral part of every 
performance guarantee contract entered into pursuant to 
this chapter, a money penuhy paid by the private contrac- 
tor to the public school district with which he has 
contracted on account of each student who has not reached 
the level of achievement, mastery of basic skOls, and 

<v proficiency specified in the contract and maintained that 
level of achievement and proficiency for at least six months 
thereafter. 



Cf) **The Elementary and Secondai> l .lucano i Act ut 
1965" means Public Law 10 (79 Stat. 27) of the 80th 
Congress, and all acts supplemental thereto. 

(g) '^Evaluation ai;d testing procedure" means the 
method of ascertaining the beginning and eiidntg a^iiicvc 
ment, mastery of basic skills, and proficiency level ui 
reading and mathematics of studeiits enrulleJ iii the special 
programs authorized pursuant lo thi:> ciiapter, which 
method shall be specifically set forth in «in> peifuiiiMikc 
guarantee contract. Such evaluation and te:^nng piu^^cduu 
shall make use of measurement devices speciHcally ap 
proved for this purpose by the State Board of Education on 
recommendation of the Superiiiiendeiit of Public Lisuuc 
tion or developed by the contiacting parties who Im\c 
reached agreement on evaluation and testing pruceJuic, 
subject to the approval of the Superintendent of Public 
Instruction. Such tests shall be admmisteied by ihc 
Superintendent of Public Instruction. 

6964. To participate in this experimental project, aii\ 
public school distrK't in this state ma> , with the appiuViil oi 
its governing board, submit to the Supenntendent vjI Public 
Instruction a proposal lo enter into a peifoiniaiicc guaiaa- 
tee contract with a private contractor to provide the, special 
programs authorized pursuant to this chapter. Such propo- 
sal shall propose ;.pecial programs only m the fields of 
reading and mathematics. The proposal ^\ui\\ include a cup> 
of the proposed perfoimance guarantee coiitiact, iiiciudiiig 
the preschool or primary grades to be eiuuiled ni the ^pecul 
program, the basis foi reimbursement to the private 
contractor to include the penalty ciausc, the evaiuatiun and 
testing proceduie to be employed m the piograni, and tlic 
period of time of the prog.ain. Each such contract Jiall 
include in its terms specified levels of achievement, master) 
of basic skills, and proficiency to be reached bv eiiruilees in 
the program withm a specified period uf time, upun wUkU 
any penalty under a penalty clause sliall be based. Each 
proposal submitted pursuant .o this section shall cuniaiua 
description of the proposed method of funding, to include 
federal, state, and local sources. 

The governing boaid shc^ 11 consider the amount and 
degree of improveinent guaranteed, as well as tlie tutal cu^t. 

No contiact submitted to the Superintendent tjf Public 
Instiuction shall be entered into by anv public .scliuu! 
district without the express approval of the .supeiiuteitdeiii. 
The superintendent may also, at the time lie approves bUcli 
a contract, approve the allocation of fedeia! fund^ available 
undei the Elementary and Secondary Education Act of 
1965 or any other federal act providing federal aid lu 
public school districts to finance, in whole ur in part, the 
special program to be conducted under the contract. Me 
shall also determine the amount of state funds to be 
allowed to the district. 

No proposal shall be approved by the Stale Board uf 
Education which does not, in the opinion of the State 
Board of Education, offer a substantial chance of beiiii; 
transferred and duplicated by the public school s>^tem ai a 
later date, if the special program therein contained u found 
to have merit in terms of improving student adnev enicia 
and mastery of basic skills in the subject or subjects 
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^pcs^ittcd .uiJ uJuciiig luturc projected piibliu school <:Oi>ii>. 

6965. An> peiloniiJiKe giurdiitce conliact submilied, 
lugcthci v\a!i a progiain proposal, b> a public school 
disiiici shall conianr 

(a) An outline of the special program io be provided by 
the puvaie contractor, and wliether the program is to be 
provided in reading, mathematics, or both. 

(b) The priniar> and elementary grade levels to be 
cniolled in the special program, together with the estimate 

the fotal number of siudents to be enrolled in each grade 
level in tlie piogram. 

(u) The achievement goal of students enrolled in the 
special program, to be achieved by the private contractor, 
btaied in terms of reading or arithmetical achievement on 
lilt- baMi of performance objectives, mastery of basic skills, 
01 otiier lecognized basis of proficiency. 

(d) The bass of reimbursement by the public school 
dlMrici to the private contractor und the penalty clause. 

(c) The evaluation and .es^mg procedure to be employed 
lu the special project. 

U ) A design for an audit of the program. 
6965.2. A performance guaiantee contract may include 
provision for: 

(a) T!ie use of regular teachers employed in the public 
school district in the special program, or other special 
ccitificated personnel employed m the public school 
disiricl. 

(b) The use of special tea Jung machines or other unique 
teaching methodology. 

(c) The lease or sale of such teaching machines to the 
school district upon completion of the special program. 

(d) The waiver of certification qualifications for persons 
employed in the special program. 

(c) Payment for 20 percent of the work after 40 percent 
ol It is performed, and payment for an additional 20 
peicem of the woik after 60 percent of it is performed. 

Twenty percent of the payment foi the work performed 
shall be withheld for a period not to exceed six months 
following the completion of the contract services. 

(0 Certificated and regular teachers employed in the 
public schools shall be used in performance guarantee 
contracts on a voluntary basis. 

(g) No certificated employee currently employed by a 
school district shall lose his position because of any 
personnel and machine requirements of a performance 
guarantee contract. 

(h) Any certificated employee of a school district who 
agrees to teach pursuant to a performance guarantee 
cuniMct shall have the right to continue his membership in 
an> certificated employee organization and to utilize the 
services of such organization to render advice about, and to 
negotiate, provisions of his employment contract with the 
piivate contractor. 

This enumeration of provisions which may be included in 
a performance guarantee contract shall not be deemed to be 
exclusive. 

6965.5. No later than 90 days following the completion 
of a spcvial program authorized by virtue of an approved 
perfv.>inunce guarantee contract, the public school district 



contracting for the program shall subnut to the Superinten- 
dent of Public Instruction a report and evaluation of the 
successor failure of ;he program in terms of the numbers ol 
enrollees successfully completing the program. An enrollee 
shall be deemed to have successfully completed the 
program if he meets the performance standard established 
in the contract in the time specified in such contract. The 
report and evaluation shall include the numbers of student 
enrollees who exceeded and v/ho did not miaet the 
performance standards established by the contract, and the 
amount of penalty assessed or incentive award granted, as 
the case may be, on account of such student enrollee. The 
report and evaluation shall also include a statement of th.e 
probability and feasibility of the transferral of the special 
program to the operational control of a public school dis- 
trict, together with the judgment of the public school 
district as to the success or failure of the special program 
conducted pursuant to the contract. 

6965.6. The Superintendent of Public Instruction is 
responsible for the conduct of both preinstruction and 
postinstruction testing for performance guarantee con- 
tracts. 

6965.7. The special programs authorized pursuant to 
this chaptei Jiall b** entered into on a purely voluniaiN 
basis by public school districts in the state. 

6965.9. Participation in the program authorized by ihis 
chaptt^r is experimental in nature. In reviewing proposals 
and proposed contracts submitted by public school districts 
pursuant to this chapter, the Superintendent of Public 
Instruction shall select for approval special programs 
conducted in five public school districts, each of which 
shall have one of the following general characteristics. 

(a) A district located in a densely populated urban area, 
with higher than average rates of unemployment, welfare 
dependency, lower than average scores on statewide pupil 
achievement tests, and similar characteristics. 

(b) A district located in a suburban community. 

(c) A district located in a rural, agricultural area, or in a 
city or town surrounded largely by a rural, agricultural aiea. 

(d) A district ranking among the largest 20 school 
districts, in terms of pupil enrollment, in the state. 

(e) A district enrolling not more than 5,000 pnpilsin ah 
grades operated by the district. 

In no event shall more than one-fourth of the federal 
funds which may be available pursuant to this chapter be 
allocated for projects and contracts submitled by a public 
school district. 

6966, No later than April 1 of each year the Superinten- 
dent of Public Instruction shall submit to the Assembly, the 
Senate, the Governor and the State Board of Education a 
comprehensive report summarizing the special programs 
which have been conducted in the last full year pursuant to 
this chapter, their effectiveness or lack thereof in improving 
the achievement levels of students enrolled, their cost in 
comparison with comparable public school costs for pro- 
grams in the same subjects at the same grade levels, the 
total cost of all special programs approved, and any 
recommendations for future legislative or executive changes 
which might be made in the programs or the statutes. 



6966.5. In uiidcriaking his responsibilities and duties 
pursuant lo this chapter the Superiniendenl of Public 
Instruction may recommend to the State Board of Educa- 
tion, and the Slate Board of Education may allocate funds 
^ received or allocable to California pursuant to the Elemen- 
, taiy and Secondary Education Act of 1965 for the 
purposes of special programs authorized by this chapter. 

The Superintendent of Public instruction shall also allow 
to those school districts the state funds appropriated for 
expenditure pursuant to this chapter or funds available 
pursuant lo the Miller-Unruh Basic Reading Act of 1965 
(Chapter 5.8 (commencing with Se:tion 5770) of this 
division). Funds appropriated for expenditure under the 
Miller-Unruh Basic Reading Act of 1965 are hereby 
reappropriated for expenditure pursuant to this chapter in 
such amounts as are lequired by the Superintendent of 
Public Instruction to make the allowances required or 
authorized by this chapter. 

Public school districts may include in their budgets any 
amount necessary to support special programs authorized 



by this chapter, which are conuacied lor by the district. 

Tbe Stale Board of Education may recommend and the 
Governor may include in the Budget Bill for the fiscal year 
1972-1973 and fiscal >ears thereafter an amount sufficient 
lo partially support the speual prugranbauthon/ed by tlm 
chapter. 

6966.7. This chapter ,shall remain in effect until June 30, 
1975, and shall have no force or effect thereafter. 

Sec. 2. If any provision of this act oi the application 
thereof to any person or circumstances is held invalid, such 
invalidity shall not affect other provisions or applications of 
the act which can be given effect without the invalid 
provision or application, and to this end tlie provisions of 
this act are severable. 

Sec. 3, Any public school district participating in this 
program shall continue to receive all slate aid to which it 
would otherwise be entitled and the average daily atten- 
dance shall include pupils enrolled in special programs 
established by this act. 
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The Colorado General Assembly passed an Educational 
Accountability Act on June 7 in the 1971 legislative 
session. This Act was funded in the amount of $40,000 in 
fiscal year 1972 and has been funded for another $40,000 
for fiscal year 1973. Vie contents of the Act are given 
below: 

AR riCl.H 41 . KDIJCATIONAL ACCOUNTAHILH Y 

I2,MM. Shorl title. 'Hhs ailicic shall be known .iiid may 
be cilcd as the "Kducational Accountability Act of 1971." 

123-41-2. Legislative declaration. (1) The general assembly 
hereby declares that the purpose of this article is to 
institute an accountability program to define and measure 
quality in education, and thus to help the public schools of 
Colorado to achieve such quality and to expand the life 
opportunities and options of the students of this state; 
further, to provide to local school boards assistance in 
helping their school patrons to determine the relative value 
of their school program as compared to its cost. 

(2) (a) The general assembly further declares that the 
educational accountability program developed under this 
article should be designed to measure objectively the 
adequacy and efficiency of the educational programs 
offered by the public schools. The program should begin by 
developing broad goals and specific performance objectives 
for the educational process and by identifying the activities 
of schools which can advance students toward these goals 
and objectives. The program should then develop a means 
for evaluating the achievements and performance of stu- 
dents. It is the belief of the general assembly that in 
developing the evaluation mechanism, the following ap- 
proaches, as a minimum, should be explored: 

(b) Means for determining whether decisions affecting 
the educational process are advancing or impeding student 
achievement; 

(c) Appropriate testing procedures to provide relevant 
comparative data at least in the fields of reading, language 
skills and mathematical skills; 

(d) The role of the department of education in assisting 
school districts to strengthen their educational programs; 

(e) Reporting to students, parents, boards of education, 
educators, and the general public on the educational 
performance of the public schools and providing data for 
the appraisal of such performance; and 

(f) Provision of information which could help school 
districts to increase their efficiency in using available 
financial resources. 

12341-3. State board of education-duties. (1) (a) The 
state board of education shall develop a state accountability 
program, which: 

(b) Describes and provides for implementation of a 
procedure for the continuous examination and improve- 
ment of the goals for education in this state. 



(c) Identifies performaiice objectives which will lead 
directly to the achievement of the stated goals. 

(d) Adopts a procedure for determining the extern to 
which local school districts accomplish their performance 
objectives. Evaluation instruments, including appropriate 
tests, shall be developed under the authority of this article 
to provide the evaluation required, but standardized tests 
shall not be the sole means developed to provide sucli 
evaluation. 

(c) Rceominends ;i proccdiiic :iikI iinuM;ihlc Uu ilu- 
cslablislimcnt of local accountahility progianw 

(2) The state board of education shall adopt luics anil 
regulations for the implementation of this article 

(3) (a) There is hereby created an advisory committee to 
the state board of education, which shall consist oi 
seventeen members to be selected in the manner and for the 
terms provided in this subsection (3). The advisory com- 
mittee shall assist the state board of education in per« 
forming its duties under this article. 

(b) (i) Three of the members of the advisory committee 
shall be appointed by the speaker of the house of 
representatives, of which no more than two shall be from 
each of the major political parties; and two of the members 
of the advisory committee shall be appointed by the 
president of the senate, one from each of the major 
political parties. 

(ii) Five members of the advisory committee shall be 
appointed by the governor from among those persons who 
are currently serving or have served as members of boards 
of education in this state. 

(iii) Seven members of the advisory committee shall be 
appointed by the state board of education, three of which 
shall be classroom teachers and three of which shall be 
public school administrators. 

(4) The terms of office of members of the advisory 
committee shall be three years; except that of the members 
appointed under subsection (3) (b) (i) to take office on 
July 1, 1971, two members shall be appointed for one-year 
terms, two members shall be appointed for two-year terms, 
and one member shall be appointed for a three-year term, 
of the members appointed under subsection (3) (b) (ii) to 
take office on July 1, 1971, two members shall be 
appointed for one-year terms, one member shall be ap- 
pointed for a two-year term, and two members shall be 
appointed for three-year terms; and of the members 
appointed under .subsection (3) (b) (iii) to take office nu 
July 1, 1971, two members shall be appointed for a 
one-year term, two members shall be appointed for 
two-year terms, and three members shall be appointed lor 
three-year terms. Vacancies .shall be filled by appointment, 
in the .same manner as original appointments, for the 
unexpired term. 

(5) The advisory committee shall elect a chairman from 
among its members. The members of the advisory commit- 
tee shall receive no compensation for their services on the 
committee but shall be reimbursed for their actual and 
necessary expenses incurred in the performance of their 
duties on the committee. 
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(6) The department of education shall make available to 
the advisory committee such data, facilities, and personnel 
as are necessary for it to perform its duties. 

123-41-4. Local accountability programs. (I) The board of 
education of each school district in the stale shall adopt a 
plan for a local accountability program designed to measure 
the adequacy and efficiency of educational programs 
offered by the district. The board shall appoint an advisory 
accountability committee which shall make recommenda- 
tions to the board relative to the program of accountability 
but it shall be the responsibility of the board to implement 
the provisions of this section. The advisory accountability 
committee shall consist of at least one parent, one teacher, 
one school administrator, and a taxpayer from the district. 

(2) The board of education of each district shall report 
not later than December 31 of each year to the residents of 
the district, and to the state board of education, on the 
extent to which the district has achieved its stated goals and 
objectives. The report shall also contain an evaluation of 
educational decisions made during the previous year which 
have affected school services and processes. 

(3) The state bo^rd of education shall assist local boards 
of education in the preparation of the district goals and 
objectives and the procedures for measuring school district 
performance in reaching those goals and objectives. 

123-41-5. Reports. Not later than March 1, 1972, and each 
year thereafter, the state board of education shall transmit 
to the general assembly a report of its activities in 
developing and administering the educational account- 
ability program, including the progress of the state and 
local school districts toward the achievement of their 
respective goals and objectives. The state board of educa- 
tion shall also recommend any legislation which it deems 
necessary for the improvement of educational quality in 
this state. 

Section 2. Effective date. This act shall take df^xi July 1, 
1971. 

Section 3. Appropriation. In addition to any other appro- 
priation, there is hereby appropriated out of any moneys in 
the state treasury not otherwise appropriated, for the fiscal 
year beginning July 1, 1971, to the department of 
education, the sum of forty thousand dollars ($40,000), or 
so much thereof as may be necessary for the administration 
and implementation of this act. 

Colorado's State Legislature also enacted Senate Bill No. 
42 in the 1971 legislative session, which is the Program, 
Planning Budgeting and Evaluating System (PPBES) Act, 
This Act is reproduced below: 

SENATE BILL NO. 42 

CONCERNING A BUDGETING AND EVALUATION 
SYSTEM FOR THE PUBLIC SCHOOLS, AND MAKING 
AN APPROPRIATION THEREFOR. 



Be it enacted by the General Assembly of the State of 
Colorado: 

Section 1, 123-34-5, Colorado Revised Statutes 1963(1967 
Supp.), is amended to read: 123-34-5. Financing, budget- 
ing, and accounting, (I) Financing of the services per- 
formed under the direction of the board of cooperative 
services sliall be by contributions from available moneys in 
any funds, which may be legally expended for such services, 
of the participating members on the basis of a propoi- 
tionality agreed upon by the governing boards of the 
participating members and from the boards of cooperative 
services funds. 

(2) A board of cooperative services shall adopt a budget 
and an appropriation resolution prior to the beginning of 
the calendar year for which adopted. 

(3) A board of cooperative services shall follow the 
provisions of *The School District Budget Law", being 
Article 32 of this chapter, wherever such provisions are 
applicable, except that the provisions of sections 123-32-12 
(3) (c), (4), and (6), and 123-32-15 (4) shall not apply to a 
board of cooperative services. 

Section 2. Chapter 123, Colorado Revised Statutes 1963. as 
amended, is amended by the addition of a new article to 
read: 

ARTICLE 42 
Program Planning, Budgeting, and Evaluating System 

12342-1. Short title. This article shall be known and may 
be cited as the "Program Planning, Budgeting, and Evalu- 
ating System (PPBES) Act." 

12342-2. LepslatJve declaration. It is the purpose of this 
article to develop for the public schools a budget format 
which will present educational programs in terms of pupil 
achievement and relate these programs to expenditures. 

12342-3. Development of manual. (1) The department of 
education shall contract with a nationally recognized firm 
having experience and expertise in developing PPBES for 
public schools for the preparation draft of a manual 
containing definitions and directions necessary for estab- 
lishing a state-wide program accounting system. 

(2) The department of education, with expert assistance, 
shall prepare a final draft of the manual and shall send at 
least one copy thereof to each school district in the state no 
later than July 1, 1972. 

123424. Establishment of system by school districts. No 
later than July 1, 1973, each school district in this state 
shall establish and maintain its program accounting system 
pursuant to the manual prescribed in section 12342-3. 

12342-5. Penalties. Any school district in this state which 
does not establish and maintain its program accounting 
system as required by section 123424, shall forfeit and 
shall not be paid an amount equal to ten percent of the 
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amount it otherwise would receive during the ensuing 
calendar year pursuant to the "Public School Foundation 
Act of 1969" 

12342-6. Reports. Each school district of this sUte shall 
report to the state board of education no later than January 
1 and July 1 of each year following the institution of such 
syslcin concerning ils experience with such system during 
ihe piovionssix nu»nlhs. 

I2.M2-7. Administration. This article shall be adminisleied 



by the state board of education. The state board of 
education shall have the authority to adopt reasonable rules 
and regulations for the administration of the article. 

Section 3. Appropriation. In addition to any other appro- 
priation, there is hereby appropriated out of any moneyii in 
the state treasury not otherwise appropn.ilod. to the 
department ofeducalioiK ilie sum of hnly iluuiMnd dnlhns 
($40,(KK)), foi the fiscal ye:ii hcKinniiig July 1. P'/L m 
order (o cairy out the pui poses t)r this :icl 



CONNECTICUT 



Connecticut's General Assembly passed a number of 
Acts relating to evaluation of educational programs during 
the 1971 session. Some of the Acts are presented below, 
starting with Public Act No. 665, which requests an 
evaluation and assessment procedure to measure educa- 
tional programs oj the school districts. Following this Act 
arc five Arts amcrnwd with the evaluation of vocational 
and occupational education pmgrams, programs for the 
disadvantaged, .spectal education programs, fedeicil eduea 
lion programs, and innovative programs, 

A section of the report of the Governor's Commission on 
Services and Expenditures was sent to the State Educa- 
tional Accountubility Repository by Connecticut. The 
section is titled Education, and among the many recom- 
mendations are those which ask for a reorganization of the 
Department of Education; the installation of a system for 
evaluating, projecting, and monitoring financial aspects of 
federal and state grant programs for education; immediate 
steps to improve management control, service, and cost 
effectiveness in the Deprntment of Education; and the 
expanded use of data processing. Estimated costs to carry 
out these recommendations are provided in the report. 
Copies of the document can be distributed upon request. 

Another bill has been passed by the Connecticut State 
Legislature in the 1972 session, and this bill was passed over 
the Govemor*s veto. Substitute House Bill No. 5271 
establishes a Legislative Program Review Committee which 
is a permanent standing Committee composed of legislative 
members from both the Senate and House. This Committee 
shall meet as often as it may be necessary to examine state 
agency programs and their administration to determine 
whether they are effective, efficient, serve their intended 
purposes, or require modification or elimination. There is a 
legislative management group in the Connecticut State 
Legislature which has funds of its own, Tliis newly- 
established CommJttee will be able to draw from these 
funds and also from the budget of the Legislature, The bill 
is quoted following the aforementioned Acts. 

PUBLIC ACT NO. 665 (Enacted July 6» 1971) 

AN ACT CONCERNING DUTIES OF THE BOARD OF 
EDUCATION TO EVALUATE THE EDUCATIONAL 
PROGRAMS OF SCHOOL DISTRICTS WITH THE 
ADVICE OF A LEGISLATIVE COMMITTEE. 

Be it enacted by the Senate and House of Representatives 
in General Assembly convened: 

Section 1. Section 104 of the 1969 supplement to the 
general statutes is repealed and the following is substituted 
in lieu thereof: (a) Said board shall have general supervision 
and control of the educational interests of the state» which 
interests shall include pre-school, elementary and secondary 
education, special education, vocational education and 
adult education; shall provide leadership and otherwise 
promote the improvement of education in the state. 



including research, planning and evaluation; shall prepaic 
such covuses of study and publish such curriculum guides 
including recommendations for textbooks, materials and 
other teaclung aids as it determines are iiecexsary to assist 
school districts to carry out the duties prescribed by law, 
shall conduct workshops and related activities mchuliiig 
programs of intergroup relations iMining, lo ,r.MNi tciclin 
ill inukiug cITcclivc use ol mwU wmu iiliiiii iii.iirn-iK .nul in 
imptoviiig their pfoliciciuy in incciing tlir divri',r ncol 
and interests of pupils, and shall keep mrormed as to ihc 
condition, progress and needs of the schools in the state 
(b) Said board shall submit to the governor, as piovided in 
section 4-60, and to the general assembly, a detailed 
statement of the activities of the board and an account of 
the condition of the public schools and of the amount and 
quality of instruction therein and such other information a 
will assess the true condition, progress and needs of public 
education. Said board shall develop or cause to be 
developed an evaluation and assessment procedure designed 
to measure objectively the adequacy and efficiency of the 
educational programs offered by the public schools and 
shall report on these procedures to the joint standing 
committee on education of the general assembly by 
February 15, 1972, (c) Said board shall also include 
recommendations for policies and programs designed to 
improve education and may publish such reports and 
information concerning the educational interests of the 
state within its jurisdiction as it deems advisable. 

Section 2. This act shall take effect July 1 , 1971. 

PUBLIC ACT NO. 383 (Enacted June 3. 1971 ) 

AN ACT CONCERNING THE EVALUATION OF PRO- 
GRAMS OF VOCATIONAL AND OCCUPATIONAL EDU- 
CATION. 

Be it enacted by the Senate and House of Representatives 
in General Assembly convened: 

Section 10-96 of the general statutes is repealed and the 
following is substituted in lieu thereof, (a) The state board 
of education shall establish standards under which it will 
approve town-operated vocational schools and industrial 
arts programs in junior high schools and high schools and 
prescribe the regulations under which towns shall receive 
grants-in-aid for .such approved vocational schools and for 
the expansion and development of industrial arts programs 
(b) Said board shall evaluate periodically the progress, 
accomplishments and needs of programs provided for in 
section 10-64 to 10-66, inclusive, 10-95, 10-96, 10-99. 
10-266f and 10-286a and shall on or before March first ol 
each year report its findings to the governor and the general 
assembly. Said board shall at such time report to the joint 
standing committee on education of the general assembly 
the disbursement of funds, the types of projects funded and 
evaluate projects authorized by said statutes. 
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PUBLIC ACT NO. 52 (Enacted April 17, 1971) 

AN ACT CONCERNING THE PERIODIC EVALUATION 
AND REPORTING OF PROGRAMS DEALING WITH 
THE EDUCATION OF DISADVANTAGED CHILDREN. 

Be it enacted by the Senate and House of Representatives 
in General Assembly convened: 

Section IO-266i of the 1%^) Mipplcmcnl to the gciicial 
Nt:ilnlcs IS u-pcalcd and the rolkiwmg in substilutcd in lien 
llicicol. The Slate board of education shall pciiodically 
evaluate the progress and accoinplisliinents of progiams 
covered by sections 10-266fto 10-266h, inclusive, and shall 
report its findings to the boards of education providing 
such programs and to all other boards of education. The 
state board of education shall, on a semiannual basis, review 
with the joint standing committee on education of the 
general assembly the disbursement of funds, the types of 
projects funded, and the evaluation of programs dealing 
with the education of disadvantaged children and youth. 

PUBLIC ACT NO. 326 (Enacted May 28, 1971) 

AN ACT CONCERNING EVALUATION OF SPECIAL 
EDUCATION PROGRAMS. 

Be it enacted by the Senate and House of Representatives 
in General Assembly convened: 

Section 10-76b of the 1969 supplement to the general 
statutes IS amended by adding subsection (d) as follows: 
The state board of education shall periodically evaluate the 
progress and accomplishments of programs covered by 
sections IO-76a to 10-76g, inclusive. Said board shall 
annually review, with the joint standing committee on 
education of the general assembly, the disbursement of 
funds, the types of projects funded, and the evaluation of 
programs dealing with children requiring special education 
in order to apprise the general assembly of the true 
condition, progress and needs ct special education. 

PUBLIC ACT NO. 382 (Enacted June 6, 1971) 

AN ACT CONCERNING RFJORTING BY THE STATE 
BOARD OF liDUCATlON OF EDUCATIONAL PRO- 
GRAMS CONDUCTED WITH FEDERAL FUNDS. 

Be It enacted by the Senate and Hou.^ of Representatives 
in General Assembly convened: 

Section 10-11 of the 1969 snppleinen! to the general 
statutes IS repealed and the following is substituted in lieu 
thereof: (a) The state board of education is empowered, 
subject to the provisions of the general statutes, to receive 
any federal funds made available to this state for purposes 
of elem.^ntary, secondary or vocational education and to 
expend such funds for the purpose or purposes for^ which 
they are made available. The state treasurer fhall be 
custodian of such funds, (b) The state board of education, 
on or before February fifteenth of each year, shall submit 
to the governor and the general assembly a detailed report 
of all federal funds for such educational purposes received 



in Connecticut, the disbursement of such lunds, ii.c 
programs funded, an evaluation of said programs and such 
additional information as may be requested by the joint 
standing committee on education of the general assembly 

PUBLIC ACT NO. 430 (Enacted June 6, 1971) 

AN ACT CONCHRNING TIIH DEVrLOPMFNT OF IN- 
NOVATIVI: EDUCATIONAL PROGRAMS 

Uo it enacted by the .Scn:i(c mid Mousr of U^-prcsiiiJalivrs 
in General Ajweinbly convened: 

Section 10-76i of the 1969 supplement to the gcnciul 
statutes is repealed and the following is substituted in lieu 
thereof: (a) The board of education of any school district, 
or any other public or private non-profit organization or 
agency, may prepare and develop experimental educational 
plans and submit them to the state board of education, 
provided all such proposals coming from organizations 
other than a board of cducstion shall be approved by the 
board of education of the school district before submission 
to the state board. Each such plan shall specify, describe 
and support with reasons the following: (I) The objective^ 
of such plan; (2) the methods of evaluation to be 
employed; (3) the area to be served by and from whicii 
pupils will be drawn for the experimental educational 
project; (4) the policies, standards and methods to be 
employed in the selection of pupils; (S) the policic.. 
standards and methods with respei;t to the operation of (Ik 
project, including administrative organization, giouping u\ 
pupils, educational and instructional practices, the use and 
functioning of teachers and other instructional and supei- 
visory personnel, choice of educational materials and 
equipment, allocation of curricular time and use of extra- 
school cultural facilities; (6) the site, size, design, estimated 
capital cost and method of financing of any school or other 
building, or specific standards and criteria for determining 
the same; (7) the expected sources of financial support 
together with estimates of the required annual budgets for 
the first two years of operation, exclusive of capital costs of 
land and buildings; (8) the policies and standards with 
respect to professional staff, including qualillcatioHN. esti- 
mated salary scales and rncthods of selection of professional 
personnel; and (9) provision for direct participation by 
members of the communities and students to be served by 
such experimental educational projects, in planning;, 
policy-making and service function affecting such projects 
The state board of education may accept, reject or modify 
any such experimental educational project, or it may 
request the revision and resubmission of such plan, if said 
board finds such plan docs not conform to the educational 
interests of the state, as defined in section IO-4a and other 
sections of the general statutes. Acceptance of an cxperi 
mental education project by the state board of education 
shall constitute compliance of the plan with this and other 
sections of this title, (b) The state board of education shall 
furnish assistance to all applicants in the planning and 
developing of projects under this section, (c) All experi- 
mental educational projects conducted pursuant to subsec- 
tion (a) of this section shall be evaluated at least annually 



The state board of education shall, on or before March first 
annually, review with the joint standing committee on 
education of the general assembly all applications for 
projects, state board actions on such proposals, the current 
programs, evaluations of such programs, and such other 
information as said committee may require in order to 
inform itself about such programs. 

SUBSTITUTE HOUSE BILL NO, 5371 (Passed over Gover- 
nor s veto, 1972) 

Be it enacted by the Senate and House of Representatives 
in General Assembly convened: 

Section 1. There is hereby crsated a legislative program 
review committee which shaJJ be a permanent standing 
committee of the general assembly, consisting of six 
members of the senate, three appointed by the president 
pro tempore and three appointed by the minority leader, 
and SIX members of the house of representatives, three 
appointed by the speaker of the house and three appointed 
by the majority leader. At least one appointment by each 
appointing authority shall be of a member from the joint 
standing committee on appropriations and at least one shall 
be of a member from the legislative committee having 
jurisdiction over government administration and policy. 
Members shall serve for a term of two years from date of 
appointment. The appointments shall be made at the 
beginning of each regular session of the general assembly in 
the odd-numbered year; except that initial appointment to 
baid committer shall be made within thirty days after July 
I, 1972, and shall be for a term not to exceed seven 
months. The terms of all members appointed tc the 
committee shall end with the termination of each member's 
term or holding of office, whichever occurs first. Vacancies 
shall be filled in the same manner as the original appoint- 
ments. The committee shsll select co-chairmen and such 
other officers as it may deem necessary from among its 
membership. A majority of the membership .shall constitute 
a quorum and all actions of the committee shall require the 
affirmative vote of a majority of the full committee 
membership. 

Section 2. . *s used in this act "program review** means an 
examination of state government programs and their 
administration to ascertain whether such programs aic 
effective, continue to serve their intended purposes, arc 
conducted m an efficient and effective manner, or require 
modification or elimination. 

Section 3. The legislative program review committee shall 
meet as often as may be necessary, during legislative 
sessions and during the periods between sessions, to 



perform us duties and functions. 

Section 4. The legislative program review committee 
shall. (1) Direct its staff and other legislative staff available 
to the committee to conduct program reviews to assist the 
general assembly in the proper discharge of its duties, (2) 
establish policies and procedures regarding the printing, 
reproduction, and distribution of its reports; (3) review 
staff reports submitted to the committee and, when 
necessary, confer with representatives of the stale depait 
ments and agencies reviewed in ordei to ohi;iiii lull .iiul 
complete infoimalion in regard to programs, oilici aciiv 
ities. and operations of the state, and may lequcM .ind shall 
receive from all public officers, departments, agencies and 
authorities, of the state and its ^litical sub*divisions.such 
assistance and data as will enable the committee to fulfill its 
duties. The committee shall act on staff reports and, in its 
report, recommend such legislation as may be necessary to 
modify current operations and agency practices. (4) con- 
sider and act on requests by legislators, legislative commit 
tees, elected officials of state government, and state 
department and agency heads for program reviews. The 
request shall be submitted in writing to the program revie\^ 
committee and shall state reasons to support the request 
The decision of the committee to grant or deny such a 
request snail be final; (5) retain, within available appropria 
tions, the services of consultants, technical assistants, 
research and other personnel necessary to assist in the 
conduct of program reviews. 

Section 5. In any instance in which a program review 
cites inadequate operating or administrative system controls 
or procedures, inaccuracies, waste, extravagance, unauthor 
ized or unintended activities or programs, or other deficien- 
cies, the head of the state department or agency or the 
appropriate program officer or official to which the report 
pertained shall take the necessary corrective actions and 
when the committee deems the action taken lo be not 
suitable, the committee shall report the matter to the 
general assembly together with its recommendations. 

Section 6. The legislative program review committee 
may, at any lime, take under study any matter within the 
scope of a completed or partially completed staff report 
then being conducted or may ai its discretion study and 
consider any matter relative to program activities of state 
departments and agencies. 

Section 7. The legislative program review committee shall 
report annually to the general assembly on or before 
February fifteenth and may, from time to time, make 
additional reports. 

Section 8. This act shall take effect July 1 , 1972. 



Acamlini* to the Connecticut Department of hducation, 
legislation may he introduced in the 1973 session to 
authorize contractint^ a private ai^ency to carry out the 
evaluation of the state at^cncv progmnis requested in lUl 
Nn.537L 

Connecticut passed Public Act No, 204 in 1972, a bill 
that amended its state certification act to provide for 
intcinsfups in certifiable positions and the evaluation of 
their performance before further certification. Part of this 
Act is quoted below: 

PUBLIC ACT NO, 204 
(l-iKictcd May 19. 1972) 

An net concerning state certificates to teach or siipemse. 

Be it enacted by the Senate and House of Representa- 
tives in General Assembly convened: 

Section L As used in this act (a) ''equivalency" means 
qualifications reasonably comparable to those specifieally 
listed as rcquiied lor ccrlification» (b) "alternate" means 
qualifying for ceitifieation in a manner other than the 
completion of an approved program of teacher education, 
(c) "internship** means an initial period of not less than a 
ycai. during which the applicant for a certified position 
performs the duties of that position under supervision, 
irainnig and evaluation. Satisfactory performance as an 
intern shall be required before further certifications may be 
issued to him for that position. 



Sec. 2. Section lO-Mo of the 1^71 supplement to the 
general statutes is repealed and the lollowmg is subNtiluteJ 
in lieu thereof. The state board of education nu\, in 
accordance with such regulanons as it piCNCiibes. grant a 
certificate of qualification to teach or to supervise m any 
public school in the Mate and may revoke the Name. A 
piogram shall be developed by January I, |973» providmg 
for hiternships in certifiable positions^ evaluation ol {Uc 
perfonnance of such interns by persons the state board 
specifies, and such equivalencies and alternates ;o present 
certification requirements acceptable fioin persons with 
bachelors degrees from approved colleges as the board 
deems necessary or desirable. Said hoard shall lepoit on 
said program to the joint standing connnlttee on education. 
The certificate of qualification issued under this section 
shall be accepted by boards of education in lieu of any 
other certificate, provided additional qualifications may be 
lequired by a board of education, in winch ca^e the state 
certificate shall be accepted Ibi such subjects as it includes. 
No certificate to teach shall begninted to any peison who 
has not passed a s;uisfactory exaininatioiK oi been legally 
exempted therefrom, in hygfenc^and the effects of nicotine 
or tobacco, alcohol and controlled diugs. as delined in 
section 19-^43, ()n health, chaiactei. and peisonalny 
development. The state board of education and (he 
commission for higher education in consultation with the 
coiiiniissioiier of mental lieallli shall develop educational 
programs for the tiainiiig of teacliers» adniiiiistratois and 
guidance personnel with reference to the eflect^ of nicotine 
or tobacco, alcohol and coiitiolled drugs. 



FLORIDA 

Tv^o A cts were passed by the Florida State Legislature in 
1970 and in 1971, both of which were initiated and 
requested by the State Department of Education. Chapter 
7ih399, enacted in the 1970 session, did not appropriate 
any funds. The Educational Accountability Act of 1971 
provided $90J)00 in state funds, A summary oj the 1972 
budget request in which $100,000 is being requested for 
the as.\es\ment program is beiKg sent to SEAR. The total 
program of the Accountability Act will probably atnoutu to 
$500M00 nrSmiOOO, 

CHAPTER 70.399 

Section 9. (1) Development of Education Evaluation 
Procedures." 

The commissioner of education shall, no later lh?,n 
March ! , 1971 , develop or cause to be developed e\*aluatiwn 
procedures designed lo assess objectively the educational 
programs offered by the public schools of this state. The 
evaluation procedures to be developed shall include ;#uch 
methods as are necessary to assess the progress of stucients 
at various grade levels and in the various educational 
programs of the public schools. The evaluation proc^.dures 
shall be so constructed and developed as to provide each 
school district with relevant comparative data to enable 
district school board members, administrators and the 
public 10 more readily appraise educational progress and to 
ellectuate the strengthening of the district's educational 
piugrum. The evaluation procedure shall provide a uniform 
evaluation of each school district in this state, and, tj the 
extent possible, be compatible with national procedures for 
llie assessment of progress in education. 
(2) Feports. - 

The commissioner of education shall make a preliminary 
report to the state board of education and the chairmen of 
the house and senate education committees by October 1, 

1970. The preliminary report shall include the commis- 
sioner's proposed budget for implementing tlw evaluation 
procedures in the fiscal year 197 1-72. This proposed budget 
shall be included in the legislative budget ot the department 
of education. The commissioner shall make a final report to 
the state board of education and the legislature by March I, 

1971. The final report shall inelude the commissioner's 
recommendations for the dissemination of the data on 
educational progress in each school district .... 

Section 12. Thisael shall takecffeet July I, 1970. 

HOUSE BILL 894 

AN ACT RLLATINC; TO HDUCATION; PROVIDING 
FOR A PROGRAM OF EDUCATIONAL ACCOUNTA- 
BILITY FOR THI- PUBLIC SCHOOLS OF THE STATE; 
PROVIDING AN EFFECTIVE DATE. 

Be It Enacted by the Legislature of the State of Florida: 
Seetion !. Short Htle.-This act shall be known and may 



be itlcd Js *'1lic i-dtit^tliuit.il A(C<Mtut;ihiliiv Aii til V)l\ 

Section 2. Purposes, Intent. .Mic pmposcsol lhis;ict .in- 
to provide (or the implementation and further developmenl 
of education assessment procedures as required by .section 
9 (i), chapter 70-399, Liws of Florida, and the plan for 
educational assessment m Florida developed by the com- 
missioner of education pursuant to this chapter: to provide 
for the establishment of educational accountability in the 
public education system of Florida, to assure that educa- 
tion programs operated in the public schools of Flonda lead 
to the attainment of established objectives for education: to 
provide information for accurate analysis of the costs 
associated with public education programs; and to provide 
information for an analysis of the differential effectiveness 
of instructional programs. 

Seciion 3. Educational accountability program.- The 
commissioner of education is directed to implement a 
program of educational accountability for the operation 
and management of the public schools, which shall include 
the following: 

(a) Pursuant to paragraph (e)^ subsection (2), seetion 
229.053, Florida Statutes, the commi-;ioner, with the 
approval of the .state board of education, shall, no later 
than November I of 1972 and each year thereafter, 
establish basic, specific, uniform statewide educational 
objectives for each grade level and subject area including, 
but not limited to. reading, writing, and mathematics, in 
the public schools. 

(b) The commissioner shall develop and adniniisiei :t 
uniform, statewide system of assessment based j\ pait on 
criterion-referenced tests and in part on norm-rever»'i»',-cd 
tests to periodically determuie pupil status, pupil pio^j/ess 
and the degree of achievement of established educationji 
objectives. 

(c) TI*e commissioner shall make an annual public report 
of the aforementioned asses?kir,r'>it results. Such report shall 
include, but not be limited to, a report of the assessment 
resuhs by grade and subject area for each school district, 
and the state, with an analysis and recommendation 
concerning the costs and differential effectiveness of 
instructional programs. 

(d) The school board of each di.strict shall by the 
1973-74 school year make an annual public report of the 
aforementioned assessment results which shall include pupi) 
assessment by grade and subject area for each school in the 
district. A copy of the district's public report shall be filed 
with the commissioner of education. 

(e) The commissioner, with approval of the st.tle hoiiid 
of education, shall by the 1973-74 .school yeai. deveh»p 
aecredhation standards based upon the attaitimciii <»( llic 
established educational objectives. 

Section 4. Impleme.ntation. This act \h:ill .jpply U» ilic 
subject area of reading by the 1971-72 .schnul ye.ii, llir 
subject areas of writing jnd matliemalics by the 1972 73 
school yea' "»nd shall include other subject areas by the 
1973-74 school year. 

Seetion 5. This act shall become effective July I. 1971. 
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Chapter 231,S, 231,29 

Ri*ccrd of Personnel, - 

(1) The (icpartmcnl of education shall mainlaui a 
complete statement of the academic preparation, profes- 
sional training and teaching experience of each person to 
whom a certificate is issued. The applicant, or the super- 
intendent, shall furnish the information making up such 
records on blanks furnished by the department. 

(2) For the purpose of improving the quality of 
instructional, administrative and supervisory services in the 
public schools of the state, the superintendent shall 
establish procedures for assessing the performance of duties 
and responsibilities of all instructional, administrative and 
supervisory personnel employed in his district. A complete 
statement of the criteria and procedure to be used shall be 
furnished the department and shall include but not be 
limited to the following provisions: 

(a) Assessment for each individual shall be made at least 



once a year. 

(b) A written record of each abscsbmcnt shall be made 
and maintained in the district. 

(c) The principal or llie person directly responsit or 
the supervision of the individual shall make the assessment 
of the individual to the superintendent and the school 
board for the purpose of ri'viewing continuing contract . 

(d) Prior to preparing the written rcpoit of :issessincnt. 
each individual shall be informed of the ciitcrin ;uKi Hie 
procedure to be used, 

(e) The written report of assessment for each individual 
shall be shown to him and discussed by the person 
responsible for preparing the report. 

(3) The assessment file of each individual shall be open 
to inspection only by the school board, the superintendent, 
the principal, the individual himself and such other persons 
as the teacher or the superintendent may authorize in 
writing. 
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The State o) Hawaii passed legislation in June, 1970, 
landating a PPBS system. Two Resolutions also were 
passed in the 1972 legislative session relating to a statewide 
testing program. 

The PPBS bill is Act No. IS5 entitled *Thu Executive 
Budget Act, The tirsk to formulate the new system was 
assigned to a legislative committee called the Joint Interim 
Committee on Budget Format and Review. Tlie Committee 
developed a new format through which budgeting, plan- 
ning, and program performance information would be 
reported; it recommended the essentials of a system to 
.support the format: and it proposed legislation to formalize 
the entire system. Principal features of the new system are 
described in a committee report directed to the Speaker of 
the House of Representatives. The main features are 
reproduced here, but the entire committee report and the 
contents of the Act are too lengthy to repeat in this 
document. In addition to the principal features, sections of 
the committee report include a comparison of the current 
system with the new system, clarification of particulars in 
the bill which were misunderstood at hearings, guidelines 
for implementation, and an implementation time schedule. 

All of the following features are fully described and 
disciL^sed in detail in the bill, xeroxed copies of which can 
be forwarded upon request from SHAR. The bill also 
provides the general principles by which the system .shall he 
j^ovcrned. and the responsibilities of the governor, the 
legi.\lutun\ the department of budget and finance, and of 
the state agencies. 

PRINCIPAL FEATURES OF ACT 185 

The bill establishes a comprehensive Planning-Program- 
ming-Budgeting System (PPBS) for State program and fi- 
nancial management which is designed to further the capa- 
city of both the gov-mor and legislature to plan, program 
and finance the programs of the State. When fully 
implemented, this system will make possible the following: 

♦The orderly establishment, contmuing review and peri- 
odic revision of the State program and financial policies and 
objectives. 

*The development, coordination and review of long- 
range program and financial plans that will implement 
established State objectives and policies. 

*The preparation, coordination and analysis, and enact- 
ment of a budget organized to focus on State programs and 
their full costs. 

♦The evaluation of alternatives to existing objectives, 
policies, plans and procedures that offer potential for more 
efficient and effective use of the State resources. 

♦The regular appraisal and reporting of program perform- 
ance. 

There are three formal products of the system which are 
to be submitted to the legislature for the exercise of its 
decision-making and review responsibilities: (1) The Six- 
Year Program and Financial Plan; (2) The Executive 



Budget; and The Variance Rcjx)rt. Their general 
contents are summarized below. 

♦The Six-Year Program and Financial Plan, to be 
annually and continually updated, shall include: 

(1) The Slate program structure, a display of programs 
which are grouped in accordance with the objectives to be 
achieved. 

(2) Statements of statewide objectives and program 
objeclives. 

(3) Program plans which describe the programs leconi- 
inended to implciueiil 1 he statewide and program ob)eciivcs 
and the manner in which the recommended programs are lo 
be implemented over I he next six fiscal years. 

(4) A financial plan which shows the fiscal implications 
of the recommended programs for the nexl six fiscal years 

♦The Executive Budget, to be submitted in every 
odd-numbered year, shall include: 

(1) The State program structure. 

(2) Statements of statewide objeclives and pro£«'am 
objectives. 

(3) The financial requiremer for the next two fiscal 
yoars to carry out the recommend^j programs. 

(4) A summary of State receipts and revenues in the last 
completed fiscal year, a revised estimate for the fiscal year 
in progress, and an estimate for the succeeding biennium. 

♦The Variance Report, to be submitted annually, shall 
identify and explain variances in actual program perform- 
ance from planned program performance. 

Senate Resolution No. /9() was enacted on March i f. 
1^72. and requests the Department <>/ lulmatit^n to iiu huh 
tests results by schools in its reports on the statewnie 
.standardized testing program, but in a manner which 
.safeguards the anonymity of individual students, 

SENATE RESOLUTION NO. 190 

WHEREAS, the people of Hawaii, to which all State 
agencies and programs are ultimately accountable, have a 
right to be informed of the performance and progress of tlie 
public school system; and 

WHEREAS, public support for and confidence Jn public 
education can be attained only if parents and others are 
fully informed of the educational result^ and accomplish- 
ments of the public school system; and 

WHEREAS, one of the criteria for measuring perform- 
ance and progress of public education is how well students 
in public schools perform on standardized tests, and 

WHEREAS, standardized tests, when carefully admin- 
istered jnd interpreted in proper relationship to other data, 
can provide '/aluable information which can be used, 
together with other criteria, to evaluate educational pro- 
grams; and 

WHEREAS, the Department of Education routinely 
conducts standardized tests, including School and College 
Ability Tests (SCAT) and Sequential Tests of Educational 
Progress (STEP), and issues reports on the testing programs 
with the test results aggregated for the State as a whole and 
for districts; and 

WHEREAS, the reports would be of greater value if they 
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were also to include test results by individual schools with 
appropriate historical data and interpretative commentary 
as to the utility and limitations of the data; and 

WHBRHAS, such jurisdictions as the Los Angeles School 
District periodically report to the public on test results by 
individual schools and the University of Hawaii annually 
reports on the performance of freshman students cate- 
gorized by the high schools from which they graduated; and 
WHIiREAS, the routine publication of standardized test 
results by schools, supported by the Department of 
Education's interpretations, explanations and analysis, 
would serve to place test results in perspective and prevent 
misunderstandings from arising as to their meaning; and 

WHEREAS, in addition to the interest of the public, test 
results by schools may have implications for the allocation 
of resources and would therefore be of interest to the 
legislature as well; now, therefore, 

BE IT RESOLVED by the Senate of the Sixth Legisla- 
ture of the State of Hawaii, Regular Session of 1972, that 
the Department of Education be, and is hereby requested 
to submit to the 1973 Regular Session of the Legislature, 
and annually thereafter, a report of the statewide stand- 
ardized testing program to include test results by schools, 
presented in a manner which safeguards the anonymity of 
individual students, and appropriate historical and inter- 
pretative commentary on the results; and 

BE IT FURTHER RESOLVED that a reasonable number 
of copies of the report be available to the public and to the 
press; and 

BE IT FURTHER RESOLVED that duly certified copies 
of this resolution be transmitted to the State Superintend- 
ent of the Department of Education and to the Chairman 
of the Board of Education. 

House Conanrent'Resolution No. 43, enacted in March, 
1972, requests the Department of Education to examine 
and revise its methods of repf*'- - the results of tests 
administered in the public schools as follows: 

HOUSE CONCURRENT RESOLUTION NO. 43 

WHEREAS, the availability and importance of statistical 
data on ability and achievement tests administered in the 
public schools can be evidenced by the numerous reports 



jnd evaluations published by the Department of Education, 
and 

WHEREAS, the results of standardized tests can be an 
invaluable resource in terms of measuring the educational 
progress being made only if the statistical data are accurate » 
valid, and reliable as well as properly interpreted and 
reported in a manner that can be clearly understood and 
utilized; and 

WHEREAS, although the results of tests are especially 
relevant and vital to principals, teachers, curriculum special- 
ists, and other related school personnel, today's general 
public also needs and is rightfully demanding to be 
informed on the educational progress being made, and 

WHEREAS, knowledge of where the crucial problems 
and weaknesses in education lie should be made available to 
the public in order that they may give intelligent support of 
sound and rational legislative decisions that must be made 
on the wise use of human and financial resources to 
produce maximum results; and 

WHEREAS, although the Department of Education has 
recognized the need for a continuing assessment of the 
progress of education in the State and has attempted to 
keep educators informed of its assessment, public concern 
has created the need for widespread comprehensive re- 
porting of the progress and problems of education in the 
State; now, therefore, 

BE IT RESOLVED by the House of Representatives of 
the Sixth Legislature of the State of Hawaii, Regular 
Session of 1972, the Senate concurring, that the Depart- 
ment of Education be requested to examine and revise its 
methods of reporting the results of tests administered in the 
public schools with consideration given, but not limited to. 

1. A goal-oriented approach to testing in which a kind of 
standard is determined and established as desirable to 
achieve; 

2. Description of the designs of tests and material 
used-e.g., the problems associated and encountered in the 
kinds of tests that were administered, the difficulty of the 
questions; 

3. Interpretation of test scores to include the import- 
ance of particular scores and their relationship to the 
desirable standards that were established; and 

4. Style of report writing that is cleaj, comprehensive, 
and accurate for use and distribution to the general public. 
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ILLINOIS 

r 

Vw State of Illinois has introduced three education bills 
in the 1972 legislative session, which, as of June 1972, have 
passed the Assembly and are pending final vote in the 
Senate. Senate Bill 1430 provides for the development of a 
state educational needs assessment program by the Super- 
intvndcnt of Public Instruction, with the advice of a 
Cuizcns' Advisory Committee. This program requires an 
annual assessment of pupil performance and fiscal ef 
Ih'iauy of education by September /, 1975. Norm- 
reteraircd irstm^ is to constitute no niorC than one-third 
oj ihc total assessment. Also, local school boards may 
request a complete state educational assessment of their 
disiric's. The bill appropriates $I28J06 for the State 
Superijte:}dent to administer the Act. Details of the bill are 
provided below: 

SENATE BILL NO. 1430 

Be it enacted by the People of the State of Illinois, 
represented in the General Assembly: 

Sec. 2-3.40. State Educational Needs Assessment. To 
develop and implement a slate educational needs assess- 
ment in order to determine the educational performance 
and fiscal efficiency of the system of education offered by 
the public schools of the State. The educational goals and 
objectives used in the assessment shall be determined by the 
Supcruiteiident of Public Instruction with the advice of the 
Citizens' Advisory Committee tor Assessment and livalua- 
tion. In order lo determine the pupil performance and fiscal 
efficiency of education in this State, the Superintendent of 
Public Instruction shall have the following duties: 

(1) To develop techniques for assessing student attributes 
including student's knowledge, skills and attitudes. The 
techniques employed shall include, but are not limited to, 
surveys, tests and questionnaires. 

(2) To field test, evaluate and revise the state educa- 
tional assessment procedures based on valid sampling 
techniques, and begin a state educational assessment pro- 
gram by September 1, 1975. 

(3) To conduct an annual state educational assessment. 

(4) To furnish annual reports of the state educational 
assessment to the Governor, the General Assembly, and the 
School Problems Commission which indicate the progress 
made in the establishment of an educational assessment 
program and the results of each annual state educational 
assessment. 

(5) To assist those boards that request a district educa- 
tional assessment in interpreting the resuhs so that affirm- 
ative action may be taken to improve local- educational 
programs and procedures. 

All norm-referenced testing conducted hereundf ?h:ili 
constitute no more than one-third of the importance of the 
total assessment and shall be administered on a sampling 
basis unless otherwise requested by the local school board. 
Also, all reported data shall take into account other 
characteristics which influence student educational per- 



formance such as the size of the school and district level of 
financial support, and other school, community, economic 
and social variables. 

The Superintendent of Public Instruction shall promul- 
gate all necessary rules and regulations for the implementa- 
tion of this Section. 

Section 2. The sum of 5128,306, or so much thereof as 
may be necessary, is appropriated to the Superintendent ot 
Public Instruction for purposes of this amendatory Act 

Section 3. This amendatory Act takes effect July I 
1972, or upon its becoming a law, whichever is later 

Senate Bill No. 1432 provides for the development and 
implementation of internal annual evaluation systems /or 
the Office of the Superintendent oj Public histruction and 
for the regional education offices, the purpose of which is 
to yield information about the performance and fiscal 
efficiency of each office. Performance standards will be 
established by citizens* committees. The evaluation systems 
must be started in July, 1973. The contents of the bill are 
repeated below: 

SENATE BILL NO. 1432 

Be it enacted by the People of the State of Illinois, 
represented in the General Assembly: 

Sec. 2-3.39. Office of the Superintendent of Public 
Instruction Evaluation. Beginning July 1, 1972, to plan and 
develop an evaluation system for the Office of the 
Superintendent of Public In.struction and after July I. 
1973, to annually conduct an internal evaluation of the 
performance and fiscal efficiency of that Office in achieving 
goals established by the Office and the Citizens* Advisory 
Committee for Assessment and livaluation created herein 
Such evaluation of the Office shall be made annually with 
the Office conducting the evaluation the first year; a 
private, independent firm or agency selected by the 
- Citizens' Adivsory Committee for Assessment and Evalua- 
tion, the second year; and this sequential order followed 
every year thereafter. The annual evaluation shall appraise 
the performance of the various divisions of the Office of 
the Superintendent of Public Instruction as related to the 
utility and efficiency of services to local school boards, 
administrators, teachers, students and the general taxpaying 
public. Results of the evaluation shall be made public. The 
Superintendent of Public Instruction shall appoint a Citi- 
zens' Advisory Committee for Assessmciil and Iwalualion 
composed of 14 members to advise in the annual evalua- 
tion. The committee shall consist of 7 members appointed 
by the Superintendent fiom a list of nominees, with each 
major state education organization selecting one nominee 
for the list, and 7 members appointed by the Super 
intendent from a list of nominees, with each major state 
taxpayer, parent, and student organization selecting one 
ncminee for the list. Members of the Committee shall sei vc 
without compensation, but shall be reimbursed for actual 
and necessary expenses incurred in the performance of their 
duties. 

Sec. 3-14.23. Office of the Superintendent of Educa- 

14.0 




tional Service Regional Evaluation. Commencing July I, 
1972, to plan and develop an evaluation system for the 
Office of the Superintendent of the Educational Service 
Region and after July 1, 1973, to annually conduct an 
internal evaluation of the performance and fiscal efficiency 
of that Office in achieving goals established by the Office 
:md the Regional Citi/.ens* Advisory Committee for Evalua- 
tion cre;iled hereui. Results of the evaluation shall be made 
public. The Superintendent of (he liducalional Service 
Region shall appoint a Regional Citizens Advisory Commil- 
tec for Evaluation composed of residents of the l-duca- 
iional 'Service Region to advise in the evaluation. The 
Committee shall be composed of 7 members in Educational 
Service Regions with less than 16,000 inhabitants; 9 
members in regions with 16,000 to 47,999 inhabitants; 1 1 
members in regions with 48,000 to 99,999 inhabitants; and 
13 members in regions with 100,000 or more inhabitants. 
Five members of the Committee shall be the members of 
the Advisory Committee for the reorganization of the 
Educational Service Region as required by Article 3A of 
"The School Code." The members of the Committee shall 
so far as possible be representative of the geographical areas 
within the region and shall serve without compensation, but 
shall be reimbursed for actual and necessary expenses 
incurred in the performance of their duties. The Super- 
intendent of Public Instruction shall approve the methods 
and procedures chosen by the Educational Service Region 
to evaluate the performance of that Office in accomplishing 
the goals established by it and the Regional Citizens* 
Advisory Committee for Evaluation. 

Senate Bill No. 1548 is directed at the local school 
district level and is called the School District Educational 
Effectiveness and Fiscal Efficiency Act. It provides for the 
development of systems to determine the educational 
effectiveness and fiscal efficiency of school districts in the 
state. School district participation is )^luntary and those 
applicant districts that are selected by the State Superin- 
tendent and the Director of the Bureau of Budget will be 
awarded grants to help defray costs incurred. An appropria- 
tion of $500,000 has been included in the bill for these 
grants and for administrative costs of the state office 
necessary to implement the Act. The bill is reproduced 
below: 

SENATE BILL NO. 1548 

Be li enacted by the People of the State of Illinois, 
represented in the General Assembly: . . . 

Section 2. Development of systems. Each school district 
which successfully applies for a grant shall develop a system 
Oi financial planning, management and control. Such a 
system shall include the establishment, with maximum 
community, school board, staff and administration partici- 
p?*tion, of measurable goals and objectives for education 
within the district. To assist in the achievement of these 
goals and objectives, the system shall also provide for and 
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faciHtate the planning and coordination of district financial 
policy; effective budget preparation and control; the design 
and implementation of improved accounting and financial 
reporting systems; and the continued analysis of programs 
and procedures. 

No more than one school year :ifter receipt of a grant the 
school district shall begin implementation of an educational 
effectiveness and fiscal efficiency system. At tlut time and 
annually for two years thereafter an evaluation of the 
system shall be conducted and an annual report shall be 
made to the citi/.ens of the district and to the Supci- 
intendent of Public Instruction, Such reports shall include, 
but need not be limited to, the progress made in establish- 
ing the educational effectiveness and fiscal efficiency 
system, an analysis of the results indicated by operation of 
the system and a description of activity planned to correct 
the problems revealed by the system. Each annual report 
shall also include a review of the goals and objectives for 
the past year and any new goals and objectives adopted for 
subsequent years. 

Where a school district receives a grant and operates one 
or more of its educational programs in cooperation with 
other jchool districts, they shall jointly develop and 
implement systems for determining the educational effec- 
tiveness and fiscal efficiency of that program or programs in 
accordance with the foregoing provisions. 

Section 3. Awarding of grants. Applications for grants 
shall be made annually to the Office of the Superintendent 
of Public Instruction on forms provided by thai office, The 
Superintendent and the Director of the Bureau of the 
Budget shall select applicants to receive grants and shall, 
insofar as possible, distribute grants to elementary, 
secondary and unit districts of diverse size and representa- 
tive of every region of the State. Preference will be given to 
districts that have committed or are planning to commit 
additional local funds toward the development of such a 
system. 

In determining the amount of each grant, the Superin- 
tendent of Public Instruction and the Director of the 
Bureau of the Budget shall give consideration to the size of 
the district and the extent to which the district has 
previously instituted procedures similar to those described 
in this Act. 

Section 4. Reports. The Superintendent of Public In- 
struction shall, in cooperation with school districts parti- 
cipating under this Act, report annually to the General 
Assembly, the School Problems Commission and the 
Governor on the progress made in implementing this Ad 

Section 5. Rules and Regulations. The Superintendent ol 
Public Instruction in consultation with the Director of ilic 
Bureau of the Budget shall adopt such rules and regulations 
necessary to implement this Act. 

Section 6. An appropriation of S500,000, or so much 
thereof as may be necessary, is made to the Superintendent 
of Public Instruction for ihe purpose of administering and 
implementing this Act. 

Section 7. This Act shall take effect July 1 , 1972. 



Since publicaiion of this report in late 1972, the Neither S.B. No. 1430 nor S.B. No. i 432 was enacted, but 
outcome of the pending laws for Illinois has been resolved. S,D, 1548 did become law. 



INDIANA 

The Slate of Indiana passed legislation in 1971 re- 
questing a PPBS system, v;hich is to be operational by 
1977, No other legislation has leen passed as of May, 1972. 

PUBLIC LAW NO. 309 (H. 1408. Approved April 8, 1971) 

AN ACT TO AMEND THE INDIANA CODE OF 1971, 
20-1, BY ADDING A NEW CHAPTER, CONCERNING 
SCHOOL BUDGETARY PRACTICES. 

Be it enacted by the General Assembly of the State of 
Indiana: 

SECTION I. IC 1971, Title 20, Article 1, is amended by 
adding a new chapter, to be numbered 1.5 and to read as 
follows: 

Chri.5. State Board of Education: Commission on General 
Education. 

Sec. I. The Commission on General Education shall 
immediately make an analysis of a single unified system of 
budgetary preparation and accounting based upon the 
concept of the planning and program budget system. 

Sec. 2. The Commission shall analyze such budgetary 



system to determine whether it offers accurate and com- 
plete program and item data which allows icady com- 
parison of educational program cost incurred m the several 
public school systems of the state. 

Sec. 3. The Commission may contract with any com 
petent consultation firm fur any necessary si'^ey, anal>sis 
or design expertise not found within tho.se agencies of the 
Department of Public Instruction. 

Sec. 4. The Commission shall complete the analysis ol 
such a system of programmed budgeting on or before July 
I, 1976. After such date, the Commission shall establish a 
program of instruction for all local system administrators 
and other personnel who should be involved including local 
school budgetary officers so that the analysis and instruc- 
tion program will be completed on or before July I. 1977 

Sec. 5. All public school governing bodies in the state 
without exception shall adopt and fully and accurateh 
implement the budgetary system established pursuant to 
this chapter whenever the general commission so de- 
termines after receipt of a recommendation of readiness 
from the consulting firm, but no later than July 1 , 1977 in 
any event. Failure of any such system to adopt and fully 
and accurately implement such budgetary system shall 
constitute a violation of state law and the Commission shall 
immediately move to take such action as it deems appro- 
priate. 
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MAINE 

The State Department of Education is planning to ask 
for funds in the 1972 fall session to support an assessment 
program. On June 6, 1967, a Senate Resolution waspassed 
which created a special joint interim committee of the 
legislature consisting of /w<; scnators.and four representa- 
tives. The committees responsibilities can be found in the 
replfcation oj the hill, hut the eowmittee did not have the 
Jmancial support to undertake the statewide evaluation of 
educational programs called for in the resolution, 

RESOLUTION OF THE SENATE (June 6, 1967) 

ORDERED, WHEREAS, public education is a decisive 
factor in the intellectual development and economic ad- 
vancement of this State and the primary responsibUity of 
its citizens; and 

WHEREAS, expenditures for public education continue 
to rise requiring additional revenue commitments with no 
foreseeable systematic approach toward establishing goals 
or priorities to meet the expansion of our educational 
effort; and 

WHEREAS, a state-wide inventory and evaluation of our 
present educational system warranted and prerequisite to 
future investment of state funds; now, therefore, be it 

ORDERED, the House concurring, that there is created a 
special joint interim committee of the 1 03rd Legislature, to 
consist of 2 Senators to be appointed by the President ot 
the Senate, 4 Representatives to be appointed by the 
Speaker to the House, to develop a preliminary proposal for 
a comprehensive study ol" public education in the State of 
Maine at all levels subprimary through the twelth grade. 
S;iid pr()i>os;il to Ci)ntain the iccommendations of the 
Committee including, but not limited to the following areas 
of study: A determination of the purpose and direction of 



public education and its costs, slate goals, priorities in (he 
expenditure of state and local funds, and recommending an 
equitable division of financing by slate and local govern- 
ments, and an analysis and evaluation of student popula- 
tion; physical plants; teacher and professional stuffing, its 
preparation, proficiency, and utili/;iMi)n, school diNliici 
oigani/^lion; curriculuni; guidance, special c(luc:iiii»n Uu 
the mentally retarded, emotionally disturbed, the diop- 
outs, those otherwise handicapped and education for the 
adult; effective functioning of the State Board of Education 
and the Department of Education and the use of dhiii 
processing. 

The Committee shall have the necessary authority to 
carry out this order and to secure reports, documents and 
any other information concerning the proposed study; to 
hold hearings if necessary, to employ clerical staff assist- 
ance; to contact, select or engage professional consultant or 
consultants; to confer when and if deemed appropriate with 
staff members of the Department of Education and other 
state departments; with staff and members of appropriate 
federal commissions, departments and agencies and non- 
governmental research sources, for specific information; 
and be it further 

ORDERED, that the members of the Committee shall 
serve without compensation, but shall be reimbursed foi 
Iheir expenses incurred in the pcrforniaiice of their dulics 
under this order; and be it further 

ORDERED, that there is appropriated to the Committee 
from the Legislative Appropriation the sum of SI, 000 to 
carry out the purposes of this order; and be it further 

ORDERED, that the Committee submit its preliminary 
study proposal together with necessary findings and recom- 
mendation at the next special session ol the 103rd 
Legislature or to the 104th Legislature as the Committee 
shall determine. 
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MARYLAND 

Senate Bill No, 166, reproduced below, was passed in the 
1972 legislative session of the Maryland State Legislature, 
Vie bill provides for a program of educational account- 
ability for the public schools of Maryland, Members of the 
State Department of Education worked with legislators on 
this bill. Although the bill is to take effect July 1, 1972, 
funding will not be provided until July 7, 1973. 

SENATE BILL NO. 166 

The purposes of this Act are to provide for the 
cst;ibhshmen! ol educational accountabihty in the pubhc 
education system of Maryland, to assure that educational 
programs operated in the public schools of Maryland lead 
to the attainment of e'Jtablished objectives for edi»cation, to 
provide information for accurate analysis of (he costs 
associated with public education programs, and to provide 
information for an analysis of the differential effectiveness 
of instructional programs 

(a) Education accountability program. The State Board 
of Education and State Superintendent of Schools, each 
Board of Education and every school system, and every 
school, shall implement a program of education account- 
ability for the operation and management of the public 
schools, which shall include the following: 

(1) The State Board of Education and the State 
Superintendent of Schools shall assist each local school 
board ?nd school system in developing and implementing 
educational goals and objectives for subject areas including, 
but not limited to, reading, v/riting and mathematics. 

(2) Each school, with the assistance of its local board of 
education and school system, shall survey the current status 
of student achievement in reading, language, mathematics, 
and other areas in order to assess its needs. 



(3) Each school shall establish as the basis of its " 
assessment, project goals and objectives which are in 
keeping with the goals and objectives established by its 
board of education and the State Board of Education. 

(4) Each school, with the assistance of its local board of 
education, the State Board of Education and the State 
Superintendent of Schools, shall develop programs for 
meeting its needs on the basis of priorities which it shall set 

(5) Evaluation programs shall concurrently be developed 
to determine if the goals and objectives are being met. 

(6) Re<:\'aluation of programs, goals and objectives shall 
be regularly undertaken. 

(b) The State Department of Education shall assist the 
local boards of education in establishing this program by 
providing guidelines for development and implementation 
of the program by the local boards, and by providing 
assistance and coc.dination where needed and requested b\ 
those boards. 

(c) Beginning on July U 1973, the State Board of 
Education, upon recommendation of the State Super- 
intendent of Schools, shall induce in its annual budget 
request such funds as its deems necessary to carr;<' out the 
provisions of this Act. 

(d) During January, 1975, and each January thereafter, 
the State Superintendent of Schools shall transm»t to the 
Governor and to the General Assembly a report which 
includec, but is not limited to, documentation indicating 
the progress of the State Department of Education, the 
local boards of education and each school in the State 
toward the achievement of their respective goals and 
objectives and recommendations for legislation which the 
State Board of Education and the State Superintendent of 
Schools deem necessary for the improvement of the quality 
of education in Maryland. 

Sec. 2. And be it further enacted, thai this Act shall take 
effect July 1,1972. 
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MASSACHUSETTS 



The onh Icgislaiion passed b\ rhc sMassaclntscth General 
Gmn wJueli Ims nlevaiiLC to asstsment aud atumutabUUy 
is the WllhllaruHgtou Ait, Chapter 572 of the Acts of 
1965. This Act is sonu 500 page.s long and tht Department 
of rdiuatUm is out iff topics. Among tht charges giun the 
Department oflAlutation in the Att is one whieh zpeeifitaU 
h requests the Commissioncf to assess the eonditions and 
cffieieney of public and others schools throughout the 
Commonwealth, It is felt by tlu Deixirtment that this 
responsibility, while imluding de„iiif)thc and fiscal data, 
place; major emphasis on the Department to report pupil 
aehievement in terms of dejliiable goats and learning 



tjb)ec tiles. This pasutge is t m tamed tn a report pubhsind 
l)y the Department of LdiKation m thi I\ill <>/ 1^70 
entitled, Massacliiisctls Board of Education F^riorilicb for 
1971. The RcMiIlN Approach to Education and Educational 
Imperatives. The Wdlis Hanington legtslatiou also created 
the Massachusetts Adviso/i Council on Ldmarion, an 
independent research agefuy that is to ajuditit .^tudtts t>y 
the educational system and **ret innmend pohctcs designed 
to improve the performance of all public education s\ stems 
in the Commonw ealth. " No legislation has been passed 'u 
the 1972 session up to January 1073, 



MICHIGAN 

IhiroUcd llousv bill N<f. .iS86, passed by the Michigan 
State Legislature in the 1970 session, was requested by the 
Michigan Department of Education. It is possible that 
another bill may be introduced in the 1972 legislative 
session. 

ENROLLED HOUSE BILL NO. .^8S6 (Enacted in 1970 

AN ACT TO PROVIDE FOR ASSESSMENT AND 
REMEDIAL ASSISTANCE PROGRAMS OF STUDENTS 
IN READING. MATHEMATICS. /iND VOCATIONAL 
EDUCATION. 

The People of the State of Michigan enact: 

Sec. I . A slalewide program of assessment of educational 
progress and remedial assistance iii the basic skills of 
students in reading, mathematics, language arts and/or 
other general subject areas is established in the department 
of education which program shall: 

(a) Establish meaningful achievement goals in the basic 
skills for students, and identify those students with the 
greatest educational need in these skills. 

(b) Provide the state with the information needed to 
allocate state funds and professional services in a manner 
best calculated to equalize educational opportunities for 
students to achieve competence in such basic skills. 

(c) Provide school systems with strong incentives to 
introduce educational programs to improve the education 
of students in such basic skills and model programs to raise 
the level of achievement of students. 

(d) Develop a system for educational self-renewal that 
would continuously evaluate the programs and by this 
means help each school io discover and introduce program 
changes that are most likely to improve the quality of 
education. 

(e) Provide the public periodically with information 
concerning the progress of the state system of education. 
Such programs shall extend current department of educa- 
tion efforts to conduct periodic and comprehensive assess- 
ment of educational progress. 

Sec. 2. (1) The statewide assessment program of educa- 
tional progress shall cover all students annually at two grade 
levels in public schools. 

(2) The department of education, hereinafter referred to 
as the department, shall develop and conduct the program, 
and may utilize the assistance of appropriate testing 
organizations and/or testing specialist. The program shall 
expand the current b?sic skills testing inventory in grades 4 
and 7 coordinated by the department. 

(3) The program shall assess competencies in the basic 
skills and collect and utilize other relevant information 
essential to the assessment program. 

(4) Based on information from the program, students 
shall be identified who have extraordinary need for 
assistance to improve their competence in the basic skills. 



(5) Inloimadon Irom the progiam sIkiII he given to c:i<rli 
school as soon as jvossible to assist it in its olloris lo 
impi( ♦•e the aehicvenjcnt ol stiidciiis in the h.isic skilK 

Sec. 3(1) Ha\cd on inlornuitioii Iroui ttio uKithenuttics. 
reading and language arts afjsessnieiu program, the depart 
ment shall provide remedial assistance programs, as funds 
are made available by law to school districts to raise 
competencies in basic skills of students identified pursuant 
to subsection (4) of section 2. A funded program shall 
niclude but not be hnnted to the following components 

(a) Diagnosis of each student's performance difficulties 
and the development of an instructional program best 
suited to his individual needs. 

(b) Provision for selection, adaption and installation of 
instructional systems that take account of individual 
student needs. 

(c) Provision for an evaluation of the program in order to 
identify changes needed to improve program effectiveness 

(2) The department shall establish guidelines and specifi- 
cations for the program components. The department shall 
provide technical assistance to each school district in its 
implementation of the guidelines and specifications. The 
department shall conduct such evaluation necessary to 
provide adequate information for the setting of guidelines. 

(3) The department shall provide for preservice and 
in-service training of staff who would be involved in the 
school programs. 

(4) The department with the cooperation of selected 
schools shall establish demonstration projects in basic skills 

(5) A remedial assistance program shall be audited as part 
of its evaluation by an agency independent of the state 
department of education to facilitate the accountability ol 
each school for its programs. 

Sec. 4. A vocational education demonstration program is 
estabhshed in the department of education to develop, test 
and evaluate the following innovative programs: 

(a) A vocational education assessment and counseling 
system using computer and other automated techniques. 

(b) A new career development program to devise 
curricula and materials for new careers in the labor market. 

Sec. 5. (I) The vocational education demonstration 
program shall be developed and tested in not more than 3 
school districts. The department shall formulate plans and 
rules, select the demonstration districts and develop instru- 
ments for measurement of the program. Demonstration 
programs shall be operated in school districts during the 
1971-72 school year. 

(2) The department shall evaluate the program and 
recommend to the governor and the legislature a statewide 
vocational education assessment, counseling and evaluation 
program by December 31,1972. 

Sec. 6. The department shall promulgate rules necessary 
to carry out the provisions of this act, in accordance with 
and subject to the provisions of Act No. 306 of the Public 
Acts of 1969, being sections 24.201 to 24.313 of the 
Compiled Laws of 1948. 

This act is ordered to take immediate effect. 



NEBRASKA 



The NcbrasK ""talc Legislature enacted BUI No. 959 May 
J, 1969. In this bill, several additional duties are requested 
of the State Board of Iklucation and tite Department of 
FMucation. Only a relevant section of the hill is reproduced 
here, as it relates to the Department of Education's duties. 
This legislation was requested by the State Board and the 
Department of Education. Through its Commissioner, the 
Department of Education is to: 

(d) Institute a .stJlewidc system of testing to deterinnie 
(he degree of achievement and accomph'shnienl of all the 
students within the state's school systems, if it determines 
thai such testing would be advisable, (e) prescribe a 
uniform system of records and accounting, " r keeping 
adequate educational and financial records, for gathering 
and reporting necessary educational data, and for evaluating 
educational piogress. 



hi addition to submitting an annual rcpint to thi 
Goienu)r im tlu pntgrcs:^ and needs itf tht ilu 
State Board of Education is to: 

(7) tausc to be prepared and Jis(iibiU(,d icpuitsdcMi^ntd 
to acquanit suiioul district offiuCKs, teav^licrs, and patIvill^ut 
the schools with tuiiditionsand needs of the sJiool>, 

(8) provide for consultation with professional educators 
and lay leaders for the purpose of securing advice deemed 
neuessar> ni the formulation of pohi^ics and ni thccfttviual 
discharge of its duties; 

(9) cause such studies, uivestigations, and lepoit.s t^i be 
made and such iiiforniaiion assembled as i.> iictcssaiy lot 
ihe formulation of policies, \ oi iiiakntg plans, foi tvalualiUti 
the state school program, and foi the inakiug ul c^sciaial 
and adequate reports; 



NEW JERSEY 



The Governor oj ilie State of i\e'\' Jersey, in his message 
to the State Legislature on January II, 1972, asked the 
Conunissioner of Education and the State Board of 
Education "to institute a statewide testing program with 
emphasis on reading abilities for all public schools com- 
mencing in the 1972-73 school year. The testing program 
will be conducted annually at appropriate grade lo^els to be 
determined by the Conunissioner, Vie test results will bK 
combined and compared with other important data to 
provide a comprehensive body of information about educa^ 
tion needs throughout the state. " 

Accordingly, Assembly Bill ^o. S22 was introduced on 
March 13, 79*^2 to cairy out the Governor^ request, TJie 
bill still remains in the Assembly and a fiscal note has been 
requested. No funding has been attached at this time. 

ASSEMBLY, NO. 822 (Introduced March 1 3, 1972) 

AN ACT CONCERNING EDUCATION AND AMENDING 
N.J.S. l8A:4-24 

Be ii enacled by the Senate and General Assembly of the 
State of New Jersey: 

1. N.J.S. I8A:4'24 is amended to read as follows: 
18A:4-24. The commissioner sliall inquire into and 

ascertain the thoroughness and efficiency of operation of 
the schools of the public school system of the State and of 
any grades therein by such means, uniform Statewide tests 
and examinations of achievement in reading and mathema- 
tics as prescribed by the State board, and he shall report 
annually to the Legislature and the State board the results 
of such inquiries, tests and examinations, related to 
national norms per grade and such other infoimation with 
regard thereto as the State board may require or as he shall 
deem proper* but nothing in this section shall affect the 
right of each district to prescribe its own rules for 
promotion* 

2. This acl shall take effect immediately. 

The above pending bill for New Jersey was not enacted 
by the 1972 New Jersey Legislature. It is not expected to 
be reintroduced because most of the features in the bill are 
in the process of being carried out. 

Senate Bill No. 2233 was enacted in May of 1 97 1, 
however, a bill that was not in the SSAR file at the time 
the report was first published. This bill requires a perform- 
ance evaluation of an hitern to determine his/her compe- 
tence to teach before being issued an initial teaching 
certificate. 

SENATE BILL NO. 2233 
(Enacted May 20, 1971) 

An Act concerning education and the development of 
performance evaluation to determine the criteria necessary 



for an individual to demonstrate hib competence to teach 
before being issued an initial teaching certificate m the 
State of New Jersey and supplementing Title ISA of the 
New Jersey Statutes, and making an appiopiialion theiefoi. 

Be it enacted by the Senate and Genenil AsM-Mubly of the 
State of New Jersey: 

1. The Commissioner of Education and the State Board 
of Education shall have the authoiity responsibility 
under this act to plan, establish, and operate a Statewide 
performance evaluation project. This project, timnigh 
voluntary cooperation among local school districts, teachei 
training institutions, professional edut.itional urg«ini/.ations. 
and the State Department of Education, shall coiiceMraie 
on developing criteria for professional teaching competence 
based ori performance evaluation prior to the issuance of 
initial teaching certificates. 

2. This project: 

a. .shall identify the skills, attitudes, and other such 
pertinent data as the participating groups deem essential for 
an individual to demonstrate before being issued an initial 
teaching certificate: 

b. shall determine the method or methods of evaluation 
of the performance of each candidate for an initial teathing 
certificate: 

c. shall recommend to the tommissiuner and to the State 
Board of Education the minimum standards whiJi an 
individual must achieve in ordei to be issued an initial 
teaching certificate; and 

d. shall procure and use Federal and private resouices in 
combination with State resources to attain State eduta- 
tional goals. 

3. The Commissioner of Education shall, with the 
approval of the State Board of Edutaiion, piumulgate lules 
and regulations, establish procedures, empluy personnel, 
and take all other necessary steps to insure the implementa- 
tion of the provisions of this act. 

4. Pursuant to the objectives of this act, the State 
Department of Education may seek the cooperation and 
involvement of other State agencie^^ 

5. There is hereby appropriated to the Department of 
Education the sum of $90,000.00 to carry out the purposes 
of this act for the period ending on June 30, 1 072. Such 
amounts of this appropriation as approved by the State 
Board of Education may be allocated to the Department of 
Education for such purposes as will insure the effective 
administration and evaluation of the provisions of this act. 

6. This act shall tab effect immediately. 



NEW MEXICO 



Two pieces of legislation were enacted by the State 
Legislature of New Mexico, -Chapter 180, Laws of 1969, 
and Senate Memorial No, 40 in the 197! session. No 
legislation was enacted In the 1972 session which has 
adjourned. 

CHAPTER 180, LAWS OF 1969 (Approved Apiril 2, 1969) 

Be it enacted by the Ugisloture of the State of New 
Mexico: . . . 

Assess and evaluate ior accreditation purposes at least 
onc-third of all public schools each year through visits by 
department personnel to investigate the adequacy of pupil 
gam m standard required subject matter, adequacy of pupil 
activities, functional feasibility of public school and school 
district organization, adequacy of staff preparation, and 
other matters bearing upon the education of qualified 
students. 

Require a report from each school district by August 1 
of each year which indicates by fact what effect the current 
distribution formula and other financial arrangements have 
had on educational program operations and student pro- 
gress during the prior year, and what changes, if any, are 
needed. The state board shall evaluate each report, con- 
solidate findings and present a state report with recom- 
mendations to the ensuing legislative session. 

SENATE MEMORIAL 40 (January, 1971) 

Uequcstuig the state board ol* education to organize 
educational evaluation committees m the various school 
districts ol the state that have no current evaluation 
procedures. 

WHEREAS, the Senate of the State of New Mexico is 
vitally interested in the quality of education that children 
leceive in the state's public schools; and 

WHEREAS, public school officials have indicated that 
there are no funds to conduct a comprehensive evaluation 
jf our public schools; and 

WHEREAS, the Senate of the State of New Mexico feels 
that concerned citizens, parents and teachers in each 
community are the ones who can best analyze the 
performance, effectiveness and needs of local schools; and 

WHEREAS, the Governor of the State of New Mexico 
has expressed his support for an evaluation of school 
districts; and 

WHEREAS, several school districts have already begun 
local evaluations of the type described in this memorial; 

NOW, THEREFORE, BE IT RESOLVED BY TOE 
SENATE OF THE STATE OF NEW MEXICO that: 

A. The State Board of Education is requested to 
organize Educational Evaluation Committees in the various 



school districts in the state tlvit have no curient evaluation 
procedures or mechanisms, and in the oiganjA-'ion of Ihc 
committees the ^<>llowing guidelines arc lo b*^ followed" 

(1) each school dustnct shall have one liducalioiial 
Evaluation (Committee; 

(2) the State Board of Hducaiion sh:5ll act aN Mic 
supervising authority lor the disdict F.ducalional Hvahia- 
tion Committees ;ind shall prepare guidelincN and p\)licv 
statements for them: 

(3) district liducatioiial Iwaluation (VmnuiiecN sh-ill 
each consist of ten :nci«bcis, no more ihan two ol whom 
shai; be Uachers within the district, and the rcinamdcr ol 
which shall be parents or concerned citizens residing in the 
school district but having nc position of responsibility 
within the public school system in the district; and 

(4) district educational evaluation committee members 
shall be appointed by the Governor from one list of 
interested parents and citizens and from another list of 
teachers, both lists to be submitted by the teachers and 
school administrators in the school district. 

3. The duties of the Educational Evaluation Committees 
shall be to; 

(1) visit schools in the community during their usual 
operation; 

(2) observe the physical plants and educational facilities 
in the school district; 

(3) conduct open discussions at public meetings or all 
issues relevant to the schools for each grade leve' 

(4) consult extensively with teachers, school admin- 
istrators, district school b ..fd members. State Department 
of Education officials and local citizens concerning the 
most fruitful directions for education in the respective 
districts: 

(5) prepare a list of long and short range objectives loi 
elementary and secondary schools, recommend ways for 
implementing these objectives and formulate measurements 
for the achievement of these objectives; 

(6) prepare an extensive account of the activities and 
inputs of the Educational Evaluation Committees; 

(7) prepare a general statement on the measured effec- 
tiveness of public school education and the use of state 
funds in the school district: and 

(8) transmit the foregoing documents and all important 
findings to the local school board, the Governor, the State 
Superintendent of Public Instruction and the Legislative 
School Study Committee. 

BE IT FURTHER RESOLVED that ih Educational 
Evaluation Commhtees proposed in this memorial shall in 
no way hinder the work of any state agency or committee 
concerned with public education, but the Committees shall, 
whenever possible, assist state agencies and committ ^s: and 

BE IT FURTHER RESOLVED that ^ copy of this 
memorial be transmitted to the local school boards, the 
Governor,- the State Superintendent of Public Instruction 
and the Legislative School Study Committee. 



*.2.0 



New Mcxkv^s Piiblk SUiool Code contdins legislation 
enacted in 1967 that requests the Public School Finance 
Division to compile and publish a manual of accounting and 
budgeting for all public schools and school districts of the 
state. 

CHAPTER I6,S. 59 
(Enacted 1967) 

77-6-5. Manual of accounting and budgeting. A. The 
division shall compile and publish a manual prescribing 



detailed regulations for uniform 6\stcm uf Jccouiitmg aiiJ 
budgeting of funds for all public schools and 51.I100I 
districts of the 6tat<.. The manual uf regulatiun^ and an\ 
revision or anienunieiits thcretu ^hall become effective ohU 
upon approval by ihe legislative finance committee, filing 
with the Supreme Court law librarian and publication. 

B. All public schools and school districts shall comply 
with the regulations prescribed in : ha manual of accounting 
and budgeting and shall, upon request, submit additional 
reports concerning finances to the division. 



OHIO 



The Ohio Slate Legislature enacted legislation in January 
1972 requesting an MIS system and an accountability 
program. No funds were appropriated for the development 
of these projects. 

HOUSE BILL NO. 475 

Section 8. The state department of education shall develop 
a comprehensive system for providing educational manage- 
ment information and accountability capabilities. The 
system shall be designed for eventual implementation on a 
state-wide basib and shall utilize the technology of the 
computer and related systems concepts. Developmental 
work by the department shall utilize pilot school districts 
and shall strive, with regard to all public and nonpublic 
elementary and secondary schools in the state, to (1) define 
those measurable objectives for which each facet and level 
of public education is to be held accountable; (2) identify 
pertinent data elements and devise methods and systems for 
fairly, accurately and uniformly measuring and reporting 



the extent to which the defined objectives arc rncl.(^) 
develop uniform files, methods and systems foi collecting, 
processing, sorting and analyzing data which will perinii 
identification of those factors in the teaching-learning 
process which have the greatest relevance to student 
performance; (4) develop uniform accounting methods and 
systems vMhich will relate the cos: and the efficiency of 
those factors to the learning outcome; and (5) develop 
un* orm systems of reporting the findings of the program to 
all interested persons. 

The department may employ additional personnel and 
may contract with such experts and consultants as it deems 
necessary to carry out the duties imposed upon it by this 
section. The department shall submit to the general 
assembly on or before June 30, 1972, a report on its 
progress in meeting the goals of the accountability program 
as herein expressed. It shall submit a final, complete 
program and report to the general assembly on or before 
June 30, 1973 along with recommendations for complete 
implementation and maintenance of an ongoing educational 
management information and accountability syslem. 



OREGON 



Effective July 7, 1971, the Oregon State Legislatun 
enacted into law Senate Bill No, 131 relating to teacher 
tenure. Sections Nos. 1 and 5 in the bill are new sections 
that request an annual evaluation of performance for each 
teacher employed by a district with more than 500 
students. 

SENATE BILL NO. 131 (Effective July 1, 1971) 

Section 1. In order to allow the school districts of the 
state to take full advantage of various professional skills and 
disciplines not directly developed through teaching experi- 
ence or professional education for which teaching experi- 
ence is a prerequisite, it is the public policy of the State of 
Oregon thai the state board, in estabhsliing professional 
requirements and experience under ORS 342.140, shall 
consider professional skills, education and experience not 
directly related to, nor contingent upon, teaching experi- 
ence or training as a classroom teacher 

Section 5. (1) The district superintendent of every 
common and union high school district having an average 
daily membership ... of more than 500 students in the 



district shall cause to have made at least annually an 
evaluation of performance for each teacher employed b> 
the district in order to allow the teacher and the district to 
measure the teacher's development and growth in the 
teaching profession. A form shall be prescribed by the Slate 
Board of Education and completed pursuant to rules 
adopted by the district school board. The person or persons 
making the evaluations must hold teaching certificates. The 
evaluation shall be signed by the school official who 
supervises the teacher and by the teacher. A copy of the 
evaluation shall be delivered to the teacher. 

(2) The annual evaluation reports shall be maintained ui 
the personnel files of the district. 

(3) The annual evaluation report shall be placed in the 
teacher's personnel file only after reasonable notice to the 
teacher. Any explanation relating to the evaluation which 
the teacher desires to make shall be placed in the personnel 
file. 

(4) The personnel file shali be open for inspection by 
such teacher but shall be open to such other persons as are 
officially designated by the board or by the teacher, in 
accordance with such rules and regulations as the board 
shall adopt. 



PENNSYLVANIA 



The School District Reorganization Act of 1963 ww 
enacted by the Pennsylvania State Legislature, and was the 
basis for the Pennsyhania Plan for the Assessment of 
Educational Quality. This Plan has been funded through the 
years, but not in the amount requested which was 
approximately $1,000,000 annually. About a quarter of the 
amount requested has been appropriated. No other kgiskh 
(ion has been passed up to May 1972. 

Section 290.1 of the Act of 1963 requires the State 
Board of Education to: 

Develop or cause to be developed an evaluation pro- 
cedure designed to measure objectively the adequacy and 
efficiency of the educational programs offered by the 
public s/:hools of the Commonwealth. The evaluation 



procedures to be developed shall include tests measuring 
the achievements and performance of students pursuing all 
of the various subjects and courses comprising the curricula. 
The evaluation procedures shall be so constructed and 
developed as to provide each school district with relevant 
comparative data to enable directors and administrators to 
more readily- appraise the educational performance and to 
effectuate without delay the strengthening of the district^ 
educational program. Tests developed under the authority 
of this section to be administered to pupils shall be used for 
the purpose of providing a uniform evaluation of each 
school district and the other purposes set forth in this 
subdivision. The State Board of Education shall devise 
performance standards upon completion of the evaluation 
procedure required by this section. 



RHODE ISLAND 



Legislation enacted in 1969 by the Rhode Island 
General Assembly reorganized their State Department of 
Education and established one Board for all education 
Among the duties of the Board is one for defining Board 
goals and objectives for all levels of education in the state. 
Pertinent sections of this bill are provided below, as well as 
an amended section of Chapter 16-22 of the General Laws 
requesting a testing program A bill is being drafted for the 
January 1973 session to clear up ambiguities which exist in 
Qiapter 49, S, 16 of the Board of Education bill 

CHAPTER 49, S. 16 

16-49-5. Board of regents for education-Powers and 
duties.- Tiie board of regents for education shall have in 
addition to those enumerated in 16-49-1, general laws of 
RlioJe Island, 1956, as amended, the following powers and 
duties: 

(1) To create and implement a systematic program of 
information gathermg, processing, and analysis addressed to 
every level, aspect and form of education in this state 
especially as that information relates to current and future 
educational needs so that current needs may be met with 
reasonable promptness and plans formulated to meet future 
needs as they arise. 

(2) To establish a master plan defining broad goals and 
objectives for all levels of education in the state; elemen- 
tary, secondary and higher. Tliese goals and objectives shall 
be expressed in terms of what men should know and be 
able to do as a result of their educational experience. The 
regents shall continuously evaluate the efforts and results of 
education in the light of these objectives. 

(3) To formulate board policy to implement the goals 
and objectives established by the regents from time to time; 
to establish and enforce standards and to exercise general 
supervision over all public education in the state and over 
nonpublic education in the state as provided hereinafter in 
subsection (8) of this section. The board of regents, 
however, shall not engage in the operation or administra- 
tion of any subordinate board, university, college, junior 
college, local school district, sfchool, school service or 
school program, except its own department of education. 
The preparation and submittal of the budget and the 
allocation of appropriations, the acquisition, holding, dis- 
position and general Management of property shall not be 
construed to come within the purview of foregoing prohibi- 
tion. The regents shall communicate with and seek the 
advice of those concerned with and affected by its 



determinations as a regular procedure in arriving at its 
conclusions and in setting its policy. 

(4) To allocate and coordinate the various education 
functions among the educational agencies of the btatc and 
local school districts and to promote co-operation among 
them so that niaxuinim efficiency and economy shall be 
achieved. 

(5) To prepare and to present^ annually to the state 
budget officer in accordance with 35-3-4 of the general 
laws of Rhode island, 1956, as amended, a total state 
educational budget which shall include, but not be limited 
to, the budgets of the department of education, suboidi- 
nate boards and agencies, the budget of state colleges and 
state aid to local school districts. In the preparation of s;nd 
budget, and in the allocation of its total appropriation, the 
regents shall determine priorities of expenditures foi 
education purposes of state revenues and other public 
resources made available for the support of public educa- 
tion among the various education agencies of the state, 
provided that nothing in this subsection contained shall 
authori^e the regents to alter the allocation of grants or aid 
otherwise provided by law. 

(6) To establish a department of education, to provide 
for its staffing and organization and to appoint as its chief 
executive officer and as chief administrative officer of said 
department, a commissioner of education who shall serve at 
its pleasure. The commissioner of education and the 
department of education shaU have such duties and 
responsibilities as may be assigned by the regents 

9(j) To adopt and require standard accounting and 
auditing procedures for local school districts. 

CH/\PTER 16-22 (Amended in 1963) 

Section 1. Chapter 16-22 of the general laws, entitled 
"Curriculum", as amended, is hereby further amended by 
adding thereto the following section: 

"16-22-9. Uniform testing.- The commissioner of edu- 
cation shall establish a program and provide materials for 
uniform aptitude and intelligena' tc.,tinj: uf all pupils in 
elementary and secondary schoJs v this rfatc. All pupils 
attending public schools, and all pupils attending elemen 
tary and secondary schools approved in accordance with 
the provisions of the general and public laws of the state of 
Rliode "Island" shall be administered tests under the super- 
vision of the state department of education in accordance 
with said program." 



SOUTH DAKOTA 



Statutes governing the Teachers Professional Practices 
Act include the evaluation of teachers, A Professional 
Practices Commission \y;as created by Qiaptu (}2, Session 
Lam of 1969 (amended in 1970 and J 971), among whose 
duties are "the adoption of measures governing the prepara- 
tion, evaluation^ and motivation for continued professional 
competence in the teaching fjfofession, " The sa^en mem- 
bers of the Commission are appointed by the Governor for 
vaiying lengths of terms. The details of the bill are cited 
below: 

TEACHERS PROFESSIONAL PRACTICES ACT 
(Enacted in 1969, 1 970 and 1971) 

13-43-16, Declaration of teaching as profession-persons 
i.:c!iided in teaching profession. The Legislature of the state 
of South Dakota hereby declares teaching to be a profes- 
sion. It is declared to be in the interest of the state that 
such profession be recognized and that the profession 
accept its responsibilities in the development and promo- 
tion of standards of ethics, conduct, performance, prepara- 
tion, and practices. For the purpose of sections 13-43-16 to 
13-43-30, inclusive, the teaching profession shall include 
those persons certificated by the state superintendent of 
public instruction as teachers, administrators, and other 
spetialists employed in public, federal, and private schools; 
education associations, and state agencies and political 
subdivisions charged with responsibility m the field of 
education. 

Source: Ch. I04,SL 1970' 

13-43-17. Professional practices commission-creation- 
number and qualifications of members. There is hereby 
created the South Dakota professional practices commis- 
sion which shall consist of seven members: 

(1) Three representatives who shall be employed as 
full-time classroom teachers, two of whom shall be class- 
room teachers. None of the representatives under this 
subdivision shall be school administrators. 

(2) One representative of the state board of education, 
who must be a member of said board; 

(3) One representative who shall be duly elected as a 
school board member in his independent school district 
which offers an approved twelve-year program of educa- 
tion; 

(4) One representative who shall be employed as the 
chief administrator of an independent school district 
offering an approved twelve-year program of education; 

(5) One representative who shall be employed as a 
full-time elementary or secondary principal. 

Source: Ch. 127, SL 1971 

13-43-18. Appointment of members of professional 
practices commission-Terms. The seven members of the 



professional practices commission shall be appointed by the 
Governor in a manner to be designated by the Governor. 
Initially , two members shall be appi. inted for terms of thrct 
years each, two members, for ternii, of two > ears each, juJ 
one memb. , for a term of one year, initial apponitments uf 
additional members shall be for suJi teims of >ears 15 
necessary so that the terms of no more than throe nitnibei.. 
expire m any one year, thereafter he terms of all mcnibti > 
shall be three years. No member of the commitsion may 
succeed himself more once and subsequent appoint 
ments to the commis:>.^ii shall be made ni a manner to be 
designated by the Governor. 

Source: Ch. 127, SL 1971 

13-43-19. Vacancies on professional practices 
commission-removal of members Vacancies on the proles 
sional practices commission shall be filled bv theCoNcrnu. 
for the balance of any unexpired term. Members ina> be 
removed by the Governor for cause. 

Source: Ch. 62, SL 1969 

13-43-20. Election of officers of professional practice:* 
commission-adoption of rules and regulation^.. The profes 
sional practices commission shall elect from its membership 
a chairman, a vice-chairman, and other su^h officers as the 
commission shall determine and shall adopt rules and 
regulations to govern its proceedings and the implementa 
tion of the provisions of sections 13-43-16 to 13-43-30, 
inclusive. 

Source: Ch. 62, SL 1969 



13-43-21. Meetings of professional practices commission. 
The professional practices commission shall meet on call of 
the chiarman who, however, must call a meeting upon 
request of four of the members. 

Source: Ch. 62, SL 1969 

13-43-22. Compensation and travel allowance for mem- 
bers of professional practices commission. Each member of 
the professional practices commission shall, when perform^ 
ing commission business, recieve compensation at the same 
rate as the members of the state board of education and 
travel allowance as set by the state board of finance for 
state employees. 

Source: Ch. 62, SL 1969 

13-43-23. Administrative expenses of professional prac- 
tices commission. All expenses incurred by the professional 
practices commission in administering the provisions of 
sections 13-43-16 to 13-43-30, inclusive, shall be paid from 
the state institute fund created b> section 1342-5 and 



seciion l3-44o, provided howevor, that such annual ex- 
penses shall be limiied to an amount not to exceed 
two'thirds of the annual amount collected for teacher 
certification fees. 

Source: Ch. I27,SL !971 

13»43-24. Local professional practices committee- 
establisliment in independent school district-members. 
Every independent school district is hereby authorized and 
directed to establish from its own teachers, administrators, 
and school board members a local professional practices 
committee which shall be constituted as follows; 

(1) Two teachers selected by the teachers, one of whom 
siiall be a classioom teacher. Neither of the persons under 
this subsection shall be a school administrator. 

(2) One member of the administrative staff selected by 
the administrators, and 

(3) Two members of ihe school board selected by the 
board. 

Source: Ch. 127,SL J 971 

13-43-25. Rules and regulations of professional practices 
commission. The professional practices commission shall 
have the power to make such rules and regulations, not 
inconsistent with the laws of this state, as may be necessary 
for the protection of the public and consistent with the 
provisions of sections 13-13-16 to 13-43-30, inclusive, and 
chapter 1-26. Included therein, without specific limitation 
thereof, shall be the power to make rules and regulations as 
follows: 

(0 To ensure proper and effective enforcement and 
administration of sections 13-43-1 6 to 13-43-30, inclusive; 

(2) To adopt a code of professional ethics for t»ie 
teaching profession in this state; provided, however, that 
such code shall not establish standards for minimum salaries 
or other compensation benefits for the teaching profession; 

(3) To adopt measures governing the preparation, evalua- 
tion, and motivation for continued professional compe- 
tence in the teaching profession. 

The state board of education, attorney general, and the 
state superintendent of public instruction shall cooperate 
with and assist the commission when requested to do so by 
the commission. 

Source: Ch. 104, SL 1970 
Source: Ch. 127, SL 1971 

13-43-25 1. State officials to assist commission. The state 
board of education, attorney general, and the state superin- 
tendent of public instruction shall co-operate with and 
assist the commission when requested to do so by the 
commission. 

Source: Ch. 127, SL 1971 

13-43-26. Standards, criteria, and procedures for evalua- 
tion of and rating of teachers. The professional practices 



commission is hereby authorized and directed, prior to 
January 1, 1970, tu enter into a comprehensive review and 
evaluation of, and to establish and promulgate -standards, 
criteria, and procedures for the evaluation of the profes- 
sional performance of classroom teachers in tlie elementary 
and secondary schools of the independent school districts 
of the state. The commission may provide flexible ways by 
which to judge performance adapted to varying local 
communities and differences in individuals utilizing not 
only experience and academic achievements but also any 
other factors bearing on performance, while at the same 
time protecting against incompetence. 

The standards, criteria, and procedures promulgated 
hereunder shall provide clear guidelines for the evaluat:on 
and rating of teachers. The commission shall develop 
standards and criteria upon which, for reasons established 
through adequate supervisory procedures, the local profes- 
sional practices committee may make a recommendation 
regarding the employment relationship of the teacher to the 
district. 

Source: Ch. 127, SL 1971 

13-43-27. Policy statement of independent school board 
on supervision and evaluation procedures. Every independ- 
ent school board following the local professional practices 
committee's study of the commission's promulgation of the 
standards, criteria, and procedures shall adopt a policy 
statement on supervision and evaluation. 

Every local professional practices committee shall pre- 
pare and submit to the state commission a written 
feasibility study report for a merit pay and incentive pay 
system for teachers. Such merit pay and incentive pay may 
be reflected in the contract for the teacher who has been 
recommended for such pay. 

Source: Ch. 127, SL 1971 

13-43-28. Reprimands or disciplinary actions for viola- 
tions of code of ethics or standards of practice- procedure 
by professional practices commission. After notice and 
hearing in the same manner as provided in Title 15, the 
professional practices commission shall have authority to 
reprimand or to recommend a disciplinary action which 
shall be implemented by the appropriate governing body 
against a member of the teaching profession when such 
member shall have been determined by the commission to 
have violated the code of ethics or standards of practice 
established under sections 13-43-25 to 13-43-27, inclusive, 
to issue subpoenas, to require the attendance of witnesses, 
to require the production of written material and recoids, 
to administer oaths, to examine witnesses, and to take any 
evidence it deems pertinent to a proper determination of 
the charge. 

Source: Ch. 104, SL 1970 

13-43-29. Reprimands or disciplinary actions-right of 
member to counsel and subpoenas for witnesses. The 



member charged by the professional practices commission 
shall have the right to be represe.nted by counsel and the 
right to obtain from the commission subpoenas for wit- 
nesses such member may desire at such hearing. Depositions 
may be taken and used at such hearing as are taken and 
used in the circuit courts of this state. Witnesses so 
subpoenaed shall receive the same fees as witnesses in the 
circuit courts of this state. 



Source: Ch. 62, SL 1969 

1 3-43-30. Appeal by member reprimanded or disci- 
plined.- Any member reprimanded oi disciphned by the 
professional practices commission shall have the tight lo 
appeal as provided by chapter 21-33. 

Source: Ch. 62, SL 1969 
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VSRGINSA 



Section 2, Article VJJJ of the Constitution of Virginia 

J became effective July I, I97L It called for the develop- 
ment of **standards of quality'* for the several school 
divisions in the state by the State Board of Education. 
Section 2 states that: 

sU.uhitils ul (pialily lot (he sevcial school divisions 
shill he dctLMiuined and prescribed from lime lo time by 
Ih" State Board of liducalion, subject to revision only by 
the (leneral Assembly. 

The State Department of Education considered the Act 
to he a mandate for educational accountability and 
accordingly developed and adopted a set of standards of 
quality on August 7, 1971. 

During the 1972 legislative session, the General Assembly 
enacted into bw an Act (H 845) which followed, with some 
revisions, the standards of quality adopted by the State 
Board. The Act specifies that certain planning and manage- 
ment standards and objectives and pupil performance 
objectives be achieved. Portions of this Act are quoted as 
follows: 

AN ACTIO REVISE CERTAIN STANDARDS OF QUAL- 
ITY FOR THE SEVERAL SCHOOL DIVISIONS DETER- 
MINED AND PRESCRl BED BY THE BOARD OF EDUCA- 
TION AND TO SPECIFY CERTAIN OBJECTIVES FOR 
THE BOARD OF EDUCATION AND LOCAL SCHOOL 
BOARDS. 



Be it enacted by the General Assembly of Virginia; 

S. I. That the standards of quality for public schools 
in Virginia^ as determined and prescribed by the Board of 
Education, are revised as follows: ... 

Planning and Management Standards 

1 . The School Board shall adopt policies which guide the 
total operation of the school division toward established 
objectives. 

2. The superintendent shall prepare a policy manual in 
cooperation with school division personnel. 

3. The superintendent shall develop the capability, 
procedures, and organizational structure to enable the 
school division to plan for future needs. 

4. The superintendent shall involve the community and 
his staff in the preparation of a five-year plan, which shall 
be updated annually. Such a plan shall be based on a study 
of the extent to which pupils are achieving the eight broad 
objectives formulated by the Board of Education and shall 
be designed to raise the level of pupil performance. This 
plan shall be reviewed and approved by the School Board 
and submitted to the State Superintendent of Public 
Instruction for approval by the Board of Education. 

^ 5. The superintendent shall prepare and present to the 

Cly C School Board an annual plan to achieve specific objectives 

™™'™ of the approved five-year plan as part of the annual 



operating and capital outlay budge's. 

6. The superintendent shall, as directed by ilie Board of 
Educatiorc, make annual follow-up studies of former stu- 
dents (dropouts and graduates) who ^nter employment or 
who continue their education beyond high school as a 
means of assessing the effectiveness of the school program. 

7. The superintendent and his staff shall provide an 
effective program ol ins!rnction;}| supervision und assistance 
1(1 principals and ! cache r.s (hiil is consiSKMl with (ho 
objectives of the school division 

H. The superintendent and Ins staff shall provide loi the 
cooperative evaluation of central office personnel and prin- 
cipals and shall provide assistance to principals in the 
cooperative evaluation of teachers and other schoot em- 
ployees. 

The standards of quality prescribed above, a:> hereiri 
revised, and made effective, shall alone be the only 
standards of quality required by Article Vlll, Section 2 of 
the Constitution of VirgJnia. 

S. 2. In addition to the standards of quality revised, and 
made effective as prescribed above, the State and local 
school divisions shall undertake to achieve the objectives set 
out below. Annual reports will be prepared by the Board of 
Education to show the progress being made throughout ihe 
State to meet these objectives. The Board of Education is 
directed and shall have the authority to piomulgate rules 
and regulations necessary to implenieni these objectives 

Performance Objectives 
State 

1. A number of pupils equal to at leasi seveniy percent 
of the pupils who entered the first grade (weive years earliei 
should be graduated from high school. 

2. The percentage of the school population overage in 
the elementary grades should not exceed twenty percent of 
the enrollment in grades K-7. 

3. The percentage of the student population achieving at 
or above grade level norms or the equivalent as measured by 
approved standardized achievement tests should equal or 
exceed the mean ability level of the student population as 
measured by appropriate scholastic aptitude tests. 

4. At least thirty-one thousand, seven hundred fifty 
five-year-old children in the State should be enrolled in 
kindergarten. 

5. At least one hundred thirty thousand pupils should be 
enrolled in summer programs. 

6. At least fifty thousand eligible children should he 
enrolled in special education programs. 

7. At least one hundred thirty-five thousand adulK 
should be enrolled in continuing education programs. 

8. At least seventy percent of the high school graduates 
should continue their education in programs provided by 
colleges and by schools such as business, nursing, data 
processing, and trade and technical. 

9. At least ninety percent of the teachers should be as- 
signed to teach only those subjects for which they have cer- 
tificate endorsements. 

10. At least twenty-three percent of the teachers should 
hold advanced degrees. 



ERIC 



School Division 

1. High school graduates expressed as a percent of the 
fii.st grade enrollment twelve years earlier should increase 
by at least throe percent each year or until a level of 
seventy percent is reached. Appropriate adjustments will be 
made for school divisions with significant increases or 
decreases in school population. 

2. The percentage of the school population overage in 
gKulcs K 7 .hould he icduccil by at least two percent each 
yoai o! until a level not exceeding twenty percent is 
reached. 

3. The percentage of the student population achieving at 
or above grade level norms or the equivalent as measured by 
approved standardized achievement tests should equal or 
exceed the mean ability level of the student population as 
measured by appropriate scholastic aptitude tests. 

•4. The percentage of teachers holding advanced degrees 
should increase by at least two percent each year or until at 
loast twenty-three percent of the teachers hold such 
degrees. Work toward advanced degrees should be in the 
>ubjcct area to which the teacher is assigned. 

5 The percentage of lUtendance of pupils shall not fall 
below the average of the last three years or ninety percent 
of >chool memberjihip. 

0. Teachers shall be assigned to teach only those subjects 
foi which they have certificate endorsements unless excep- 
tions are granted by the Board of Education. 

Planning and Management Objectives 

K individual School Planning and Management (Principal 
and Staff). 

In accordance with local policies and regulations, the 
prmcipal shall be responsible foi (lischarging the following 
major duties: 

a. The principal shall involve the community and his staff 
Ml the prepaiation and implementation of an annual school 
plan, which .^hall be consistent whh the division-wide plan 
and which shall be approved by the division superiptcndent. 

b. T\vj principal shall develop a school handbook of 
policivs and procedures which are in compliance with and 
which implement division policies. 

c. The pimcipal shall coordinate the services of all 
peisons who work m the school to provide a heahhfuK 
stimulating school environment and an efficient and effec- 
tive operation. 

d The principal shall assign pupils to classes, programs, 
and activities that are designed to promote maximum 
learning. All pupils whose achievement is below a level 
commensurate with their scholastic aptitude should be 
diagnosed loi learning disabilities and appropriate instruc- 
tion should be prescribed. 

e. The principal shall ensure that instructional materials 
and equipment are used to provide learning experiences 
that are compatible with the educational needs of pupils. 

f. The principal and his ^aff shall establish methods of 
evaluating the progress of individual students and the 
et'lcctiveness of the instructional program in each classroom 
.ind in the school as a whole. 

g. I hc principal shall provide diiect instructional super- 



vision and assist aiiu* to teacheis to help liiem meet the 
standards for classruoin planning and nianageiuent and shall 
utilize available supervisor and othci consultant personnel 
as needed to ensure an effective mstrnetional program in 
the school. 

h. The principal and his sialf shall provide loi the 
cooperative evaluation of the learlieiN and o\\wi eniplovees 
in hi.s sehooL The evaluation ol le.ioheiN nIkiII he luNcd or 
Ihe standards for (Ma.ssiooin Planning and Managemeiii 

2. Classroom Planning and Management (Teacher) 

III accoi dance with local policies and regulations, the 

teacher shall be lespuuMble for discharging the lt)iKi\vnig 

major duties: 

a» The teacher shall provide for the humani/ing oi 
instructio?i in the classroom. To accomplish this, the 
teacher should: 

(i) .Know the academic strengths and weaknesses of each 
child; 

(ii) Know the home and community environment of each 
child; 

(iii) Treat each child as an individual in accordance with 
his needs; 

(iv) Understand and appreciate each child as an indi- 
vidual of worth; and 

(v) Help each child to recognize his potential, to develop 
his abilities, and to assume his responsibilities as a member 
of the group, 

b. The teacher shall provide for individual differences in 
the classroom. To accomplish this, the teacher should: 

(i) Provide different subject matter and learning experi- 
ences and have different achievements standards for indi- 
viduals with different abilities and/or past achievements: 
and 

(ii) Provide opportunities for pupils to work inde- 
pendently on meaningful tasks that derive from and 
contribute to the planned activities of the group. 

c. The teacher shall make use of available instructional 
materials and other resources that are appropriate to the 
needs of the pupils. To accomplish this, the teacher should 
supplement the textbook and make appropriate use of: 

(i) Additional reading materials, such as library books 
and reference materials, magazines, and newspapers; 

(ii) Educational television and other audio-visual aids: 

(iii) Demonstrations, dramatizations, and other class- 
room activities; 

(iv) Field trips; 

(v) Resource persons and school-related youth organiza- 
tions; and 

(vi) Individual and group projects, in or out of school. 

d. The teacher shall organize learning activities to achieve 
specific objectives which should include: 

(i) The development of needed skills; 

(ii) The undeistanding of specific concepts; 

(iii) The solution of meaningful problems; and 

(iv) The development of wholesome attitudes. 

e. The teacher shall provide a favorable psychological 
environment for learning. To accomplish this, the teacher 



should: 

(i) Develop and use questioning techniques that require 
pupils to employ the higher cognitive processes as well as to 
demonstrate retention and comprehension; 

(ii) Encourage pupils to express their ideas in group 
discussions: and 

(iii) Invojvc pupils in planning and conducting class 
uclivilics under ihc guidance ynd direction of the teacher. 

I The icachcr shall evaluate the progress of students. To 



do this, the teacher should: 

(i) Emphasize the application of knowledge to new 
situations; 

(ii) Include achievement in all areas of instructiim, habits 
of work» attitudes, personal traits, and group relationships: 
and 

(iii) Help each pupil to develop the ability to cvjiuate his 
own progress and to involve him in the evaluation process 



WASHINGTON 



The Washington Legislature amended its General Provi- 
sions for Teachers law to include evaluative criteria and 
procedures for certificated employees, Tiiis legislation ms 
enacted in September of J 969. 

28A.67.065 Evaluative criteria and procedure forcertifh 
cated employees-Requirements. Every board of directors, 
in accordance with procedure provided in RCW 
28A.72.030, shall establish an evaluative criteria and 
procedures for all certificated employees. Such procedure 



shall require not less than annual evaluation of all employ 
ees. New employees j^hall be evaluated within the first 
ninety calendar days of their employment. Lvery employee 
whose work is judged unsatisfactory shall be notified in 
writing of stated areas of deficiencies along with recommen- 
dations for improvement by February 1st of each year. A 
probationary period shall be established from February 1st 
to April I5lh for the employee to demonstrate improve- 
ment. 



WISCONSIN 



Legislation was mandated by the Wisconsin State Legisla- 
ture during the 1971 legislative session. No funds were 
appropriated for the educational assessment, at the time of 
passage of the legislation. In July 1972. $26,000 was 
allocated for the first year's planning activities by the Board 
of Government Operations. 

CUAnm 125. LA WS OF 197! 

S. 44,4. 1 15.28 (10). Educuttonal Assessment. Develop un 



cducalional assessment program to measure objectively the 
adequacy and efficiency of educational programs offered 
by public schools in this state. The program shall include, 
without limitation because of enumeration^ methods by 
v/hich pupil achievement in fundamental course areas, as set 
forth in s. 118.01 (\). and other areas of instruction 
commonly offered by public schools, will be objectively 
measured each year. Assessnient siiali be undertaken at 
.a*verul grade Icvek on u uniform* statewide basis. 
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Copies ma; he obtained ftom: 



COOPERATIVE ACCOUNTABILITY PROJECT 
Colorado Department of Education 
1362 Lincoln Street 
Denver, Colorado 80203 

OR 

STATE EDUCATIONAL ACCOUNTABILITY REPOSITORY 
Wisconsin Department of Public Instruction 
126 Langdon Stitet 
Madison, Wisconsin 53702 



